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Daylighting-90 International Conference 


YI KOOSYA Moscow SEL TOTEATHANIK A in Russia 
Vo 10, O61 YO pT 


[Article by Unsigned] 


| Abstract] An announcement is presented in Russian and 
English for the International Conference Day lighting-90 
to be held October 9-12 at the Screntific-Research Inst 
tute of Structural Physics. The conterence will involve 
participants trom the USSR. USA. Czechoslovakia 
Japan, Sigapore, France and other nations. Over LOO 
reports on different aspects of research in the field of 
daylighting and combined lighting will be presented at 
the planery meeting and in four sections. This special 
issuc Of Svetotekhnika contains some of the papers to be 
presented at the conference 
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Analysis of Sky Brightness Distribution Vlodels 


YY] KOOSYB Moscow SUL TOTEATINIKA in Russian 
No 10, Oct YO pp 3-8 
[Article by R. Kattlher, L. Pirshel. Slovak Academy of 
Sciences, Bratislava] 


[Abstract] Various analytic sky models have been cre 
ated considering the mean weighted interactions of the 
basic atmospheric and solar lighting effects. An empir- 
ical method has also been used to create sky brightness 
models, allowing the combination of a sufficient repre- 
sentative quantity of measured data thus producing a 
model of the sky by the use of methods of approximation 
allempting as a result to obtain the distribution of 
brightness best corresponding to nature. The analytical. 
Statistical and combined models of the distribution of 
brightness in the sky are compared. Samples of bright- 
ness distribution models generated by computer graphics 
methods are presented. Figures 4 
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The Brightness of the Urban Environment 


YI -KOOZ9C Moscow SUL TOTEAKTINIK.A tn Russian 
Vo 10, Oct 9O pp 9-11 


[Article by V. D. Bakharev. L. 
struction Engineering Institute iment \ 


N. Orlova, Gorkiy Con- 
P. Chkalov] 


[Abstract] The luminance in rooms located in the lower 
Storage of buildings shielded by surrounding structures 
depends on the brightness of the Earth and segments of 
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other buildings visible through lighting passages. This 
article Calculates the luminance factors and brightness of 
building facades, assuming that all surrounding surfaces 
reflect light according to Lambert's law. The model of 
brightness of the urban environment ts intended for theo- 
retical studies of systems of natural lighting tor rooms with 
lateral illumination. Figures 5; References 5: Russian 
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Light- Transmitting Elements of Polymethyl 
Viethacrylate and Polycarbonate 


YI7KOOZYD Moscow SUL TOLERKUNIK (in Russian 
Vo 10, Oct YO pp 12-14 


[Article by UU. Fisher, Germany | 


[Abstract] The first successtul tests of polymethyl meth 
acrylate (PMMA) and polycarbonate (PC) as greenhouse 
construction materials, undertaken tn the USSR, stimu- 
lated the writing of this articl’, intended to familiarize 
designers with the properties of these materials. Exam- 
ples of architectural uses of the materials are presented 
in photographs. Recommendations are given for manu- 
facture, transportation, storage and installation of the 
materials. Figures & 
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Engineering Method of Designing Natural 
Ilumination Systems for Rooms With Effective 
Sun Protection 


YITKOOSYE Moscow SURTOTLAITINIAA in Russian 
Vo l0) Ol Yi) pp 16 1Y 


[Article by M. Yu. Mitnik. A. V. Spiridonoy. Scientitic 
Research Institute of Construction Physics] 


{| Abstract] Experimental studies were used to determine 
the distribution of the natural lighting utilization factor 
for various natural lighting systems with fixed mutual 
placement of the Sun and the light passage considered 
The authors have developed a program for the design of 
three-dimenstonal surfaces. intended to be run on per- 
sonal computers. The program can construct cross sec- 
tions of three-dimensional surtaces. the points of which 
are fixed in a rectangular coordinate grid. The program 
computes thermal inputs to rooms for various surround- 
ings of the building. various types of Sun-protection 
devices and orientations of building surfaces and Sun 
angles. Figures 4: References 6: 4 Russian, 2 Western 








tv 


Model of Variations in the Electronic Density 
Profiles of the Polar lonospheric D-Layer as a 
Function of Riometric Absorption 


Y)7"KOOIOA Moscow GELONMAGNETIZNM 1 
{eRONOMI)Y Ain Russtan bol 830. No Ss 
Sep-Oct YO pp "NSN. TY] 

V. Zelenkova, \ 


[Article by | \. Soldatov, V. F. Laykova] 


[Abstract] The relationship between the electronic density 
profile in the 1onospheric D-layer in polar regions and the 
nometric absorption level as well as magnetic field varia- 
tions 1s investigated. Expressions are derived that make tt 
possible to obtain the differential flux of incoming electrons 
responsible for such absorption for each riometric absorp- 
tion level. Extensive experiemental data on altitude profile 
variations were used to calculate the altitude distribution of 
the electron concentrations at high altitudes. These calcula- 
tions made it possible to record variations in the electronic 
density profile accurate to a factor of two depending on the 
degree of ionospheric disturbances. The four-parameter 
technique for describing the electronic density profile pro- 
posed here accurately reflects changes in the electronic 
concentration trom 1onospheric disturbances. 


UDC $50,388? 


Estimation of E-Layer Parameters From 
Long-Range Oblique Sounding Data 
Y])"RKOOAOB Moscow GhONMAGNETIZNM 1 
IERONOMI) tin Russian Vol 30 No 8 
Sep Oct YO pp 7Y?-7YUN 
[Article by R. Martin. L. Palasio. A.‘ 
Cherkashin| 


Popov. Yu.N. 


[Abstract] A quasiparabolic single-layered 1onospheric 
model 1s used to obtain @ simple estimate of the critical 
frequency and geometric parameters of the 1onospheric 
F-laver. In this technique the maximum frequencies of 
the individual wave propagation modes and relative 
signal delavs are the only data recovered from the 
ionograms. The analysis results are presented in conve- 
nient nomogram form. The horizontal gradients are 
accounted for by means of an adiabatic approximation. 
The critical frequencies and ionospheric base altitudes 
predicted by the model are in good agreement with 
long-term 1tonospheric forecasting data for the Moscow- 
Havana route. 


UDC §50.388.2 


Propagation Features of Low-Frequency 
Electromagnetic Disturbances Caused by 
lonospheric E-Layer Excitation 
YI7KOOFIC Moscow GLONMAGNETIZN 1 
{1eRONOMI)Y tin Russian Vol 80 No § 


Sep Oct YO pp S06 VY] 2 


[Artick by V.V. Surkov] 
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[Abstract] The space-time distribution of geomagnetic 
disturbances caused by the nonmonotonic nature of a 
derived dispersion relation is investigated employing a 
sample concentrated source. This analysis is based on 
the common propagation teatures of natural iow tre- 
quency (0.1 to | Hz) electromagnetic oscillations of the 
ionospheric E-layer. Primary attention is given to the 
fundamental mode which has the most severe attenua 
lion near the spectral maximum. The solution ts 
obtained as a series that sums the contributions of the 
individual natural oscillations in this lover. It is deter- 
mined that tar trom the source the characteristic scale of 
the excitation grows due to dispersion, while its max- 
imum travels at a near-constant velocity corresponding 
to the group velocity of the tundamental mode near the 
allenuation minimum 


U'DC S§S0.388.2 


Global lonospheric Disturbances Generated by the 
Electrical Field From the “Morskaya Zvezda” 
Atomic Explosion on July 9, 1962 

YI -KOOFOD Moscow GLONMAGNETIZM 

1eRONOATITY Lin Russian bol 830 No 3 

Sep-Oct YO. pp ST3-STY 


[Article by Ye. Ye. Tsedilina. V2 M. Shashun'kina] 


[Abstract] Previously-reported theoretical calculations ot the 
electrical field generated by the “Morskava Zvezda’ Atomic 
Explos on on July 9, 1962 are used to determine the far-field 
lerrestria! region that will contain a powerful electrical field 
as a result of such an explosion. It 1s demonstrated from an 
analysis of the electrical field calculations and estimates of 
its effect on charged particle concentrations in the atmo- 
sphere that substantial 1onospheric disturbances of approxt- 
mately twenty percent should be observed within this region: 
such results have not been previously reported in the litera- 
ture. These characteristic theoretically- predicted features of 
the 1onospheric disturbances can be used for identification 
and proper interpretation of such disturbances 
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Global lonospheric Perturbations Caused by the 
Electrical Field From the “Morskaya Zvezda” 
Atomic Explosion of July 9, 1962. Part II 

YI 7KOOFOL Moscow GEOMAGNETIZAM 1 
IRONOMIY bin Russtan Vol 30 No S$ 

Sep-Oct YO pp 8s W)-NSIOS 


[Article by Ye. Ye. Tsedilina. V. M. Shashun’kina] 


[Abstract] The 1onospheric field disturbances caused by the 
electrical pulse generated by the “Mors’aya Zvezda’ atomic 
explosion of July 9. 1962 are analyzed based on data 
provided by six 1onospheric monitoring stations around the 
world. lonospheric data plots in the region of strong field 
effects from monitoring stations in Churchill, Kenora, 
Ottawa. St. Johns. White Sand. and Mexico are provided 
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together with similar plots for stations in South America 
These data reveal a strong explosion-generated electrical 
field effect on the 1onosphere. It is demonstrated that in the 
initial instant following the blast the electron concentration 
in the 1onospheric E-layer drops by approximately twenty 


percent in the strong electrical field range. while the entire 


layer diminishes overall as well 

UDC §50.388.? 

Diurnal, Seasonal and Azimuthal Regularities of 
Backscatter Signals 

Y)7KOOFOR Moscow GELOMAGNETIZN 1 


WeRONOMT)Y tin Russian Vol 80. No S$ 
Sep-Oct YO pp 826-831 


N. Rubtsoy 


[Article by O. Alimoy. N. P. Marchenko. | 
I. A. Tushentsova. Ye. Ye. Tsedilinal 
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[Abstract] Diurnal. seasonal and azimuthal regularities of 
backscatter signals are investigated based on experimental 
azimuthal scanning radar backscatter signals at 20 MHz 
obtained in Dushanbe (38 degrees N, 68 degrees E) from 
April 1987 through January of 1988. The instrumentation 
and measurement technique used in these studies are 
described. The dependences of the averaged minimum and 
maximum group path of the backscatter signals as a 
function of time of day and season in Dushanbe are 
provided together with a plot of the seasonal progression of 
the median maximum reflection frequencies off the 1ono- 
spheric E-layer for the case of vertical incidence. The 
year-long observation period in Dushanbe was found to 
substantially improve the accuracy of radiowave predic- 
tions. An analysis of these experimental data can be used 
19 relate the 1onospheric dynamics and reflecting surtace 
relief to the features of backscatter signals arriving from 
different azimuthal angles 
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Analytical Determination of Signatures for 
Nlultichannel Signature Analyzers 


AL KOOOO A Leningrad IZVESTIYA LY SSTITKTT 
CCHLBNYALH ZUELDENTY 
PRIBOROSTROYVENTY TL in Russia 

| 19 VO VY No » YO pp sos t\ 


[Article by VON. Yarmolik and I Vo Kachan. Minsk 


Institute of Radio Engineering] 


[Abstract] An analytical method of calculating signatures for 
the most common versions of multichannel signature ana- 
lyvzers 18 Outlined, two such analyzers being one with an 
internal modulo-2 adder and another one being the Built-In 
Logic Block Observation analyzer. The calculation ts based 
on the system of two equations describing the analyzer 
Operation and on its characteristic polynomial. A matrix is 
shown to exist which relates the states of a given multi- 
channel signature analyzer. A formula for the signatures 1s 
obtained which derives from the linearity of the modulo-2 
summation Operation. Figures 2; references 6 


Wideband Frequency Syathesis With Aid of 
Passive Digital Structures 

YI7ROO6UB Leningrad IZVESTIYA YSSHIKIT 
CCHELBNYATTZUWEDENT) 
PRIBOROSTROYENITY EL in Russian 

bol 83 NoY Sep YO) pp 1Y.J~ 


[Article by Yu. A. Nikitin. Leningrad Institute of Elec- 
trical Communications Engineering iment Protessor 
M.A. Bonch-Bruvevich] 


[Abstract] Eight structures of finite digital automatons most 
suitable for two-level passive frequency synthesis. namely for 
division of a reference frequency f,, by a fractional number N 

P’Q to obtain an output frequency f,. are comparatively 
evaluated in terms of frequency ratio, mean-square error of 
the quasi-uniform pulse sequence over the nonuniformity 
period, and coupling to a controllable inhibit circuit. Six of 
these automatons are based on an accumulator register, the 
firs’ three being direct-trequency automatons controlled by 
the direct code Q of the output frequency f,. Although their 
Output frequencies are each based on the same relation to the 
reference frequency, these three automatons differ with 
respect to duration nonuniformity of pulses in the sequence 
and necessary accumulator speed. The fourth automaton ts 
similar to the first one. but with additional control by 
another code. The last two of those six automatons can 
synthesize a grid of frequencies or a grid of periods, each 
mode of operation requiring a different number Q at the 
accumulator register input and a different adder capacity P 
The seventh. a direct-period automaton, is based on a 
variable divisor and synthesizes a grid of periods directly 
proportional to the control code N = integer + fraction 


Synthesis of a frequency grid by this automaton requires 
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addition of a code calculator which wall divide the reterence 
frequency f, by N = whole part of P/Q + WQ (a= 0.1.....Q-1) 
The eighth automaton is based on a tractional-variable 
divisor for frequency synthesis according to Euchid’s algo- 
rithm, with the divisor N in the form of a continued fraction 
This automaton, controlled by a fixed- capacity accumulator 
register, 18 the one most easily coupled to a linear precisely 
adjustable inhibit circuit. The highest reierence trequency 
for such an automaton is determined principally by the 
accumulator register speed. its highest possible output tre- 
quency being determined by the code divider speed and 
word length. Both seventh and eighth automatons will syn- 
thesize. without addivional hardware. a grid with the same 
given quality indicators but covering a wider trequency 
range or a grid covering the same frequency range but having 
better quality indicators when interfaced with a control 
computer (central processor) or a built-in microcomputet 
Figures 3: references |4 


Rise- lime and Amplitude Distortions of 
Exponential Video Pulses by Electronic Amplifier 
YI KOOOOC Leningrad IZVESTIY LLY SSTIKET 
CCHELBNYAIH ZAUEDENT) 
PRIBOROSTROIVENIYE in R 7 
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[Article by A. 1. Ankudinoy. V. 1. Kravets. K. A. Ankudinoy 
and V. P. Kodorchenko. Leningrad] 


[Abstract] Transtormation of an cxaponential video 
pulses during its passage through an clectronic amplifies 
iS analyzed, considering that such an amplifier consists 
of lumped-parameter and distributed-parameter active 
and passive clements. The transfer function of such an 
amplifticr is reduced to Ws) STK/ 1+ st, in’ the 
low-frequency range and W,s = K/(1+ st, in the high- 
frequency range. W(s) = st;|K/(1+ st) (1+ st) Covering 
the entire frequency range (t being the respective time 
constants). A signal of the form v(t) = Ve" with a 
lime constant t 1s considered at the amplifier input. The 
Output signal V,, 1s calculated by the method of Laplace 
transforms. constants being generally different. The cal- 
culations are simplified by first assuming that the signal 
lime constant 1s equal successively to the two amplifier 
tinic constants. The changes in signal rise time and 
relative amplitude are then characterized by the index 6 
(Vou KV WYKYV, | which relates the output signal to 
the input signal. Both changes are normalized and as 
such calculated for given signal time constant t and ratio 
of the amplifier time constants m = t/t. this ratio being 
equal to the ratio t,/t, of upper cutott and lower cutoft 
frequencies. These two frequencies can then also be 
readily determined. The algorithm has been. pro 
grammed on an Elektronika DZ-28 microcomputer. The 
results of calculations for an amplifier with f, = 60 Hz 
and {, = 60 kHz agreed within 5 percent with test 


results. Figures 2: tables |: references & 
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Scattering of Electromagnetic Waves by Reflector 
Antennas 

YI 7ROO37 1 Moscow 
LLEAITRONIAA 
| > \ Ss ] j 


RIDIOTLAHINIA AT 
n Russian 


Aj pop 196 lovs 


[Article by Ya N Feld] 


| Abstract] Scattering of a plane clectromagnetic wave by a 
reflector antenna in vie form of a truncated paraboloid of 
revolution wiih linear dipole at the focus perpendicular to 
the axis is analyzed, assuming that the reflector 1s infinites- 
imally thin and an ideal conductor. The dipole is connected 
to an impedance and a primary wave E’.H’ impinges on the 
reflector surface. that surface being fictitiously comple- 
mented to a geometrically closed one and a tamily ot 
appropriate auxthary currents being stipulated on the entire 
surface. The vector function is determined which represents 
the current density on the physical metal surtace and the 
tangential component of the electric vector on the comple- 
mentary geometrical surface. with the aid of its Fourie 
coefficients is then constructed a convergent series each 
term of which satisfies the Meixner boundary conditions at 
the reflector edge. The reflector current 1s calculated next 
and then are calculated the scattered field and the scattering 
cross-section of the reflector. Figures 2: references 5 
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Use of Ray Trajectories Representations in 
Extended Parameter Space For Solution of 
Problem of Wave Propagation Through 
Nonhomogeneous Media 


YI OKOOSCB Moscow RADIOTEAHINIK AT 
LLEAKTRONIK Ain Russian 
bol S3 NOS, Lue YW) pp 16038-1609 


[Article by Yu. A. Kravisov. K. V. Svistunoyv. and M. \ 


Tinin] 


[Abstract] Propagation of waves through a= two- 
dimensionally nonhomogeneous medium from a point 
source tn this medium is analyzed by using the represen- 
lation of ray trajectories in an extended parameter space. 
a typical medium under consideration being the Earth's 
ionosphere. The conventional (x.7)-space is accordingly 
“unfolded” into one with the angle of departure as the 
third parameter-coordinate. Calculations made on this 
basis pertaining to propagation of radio waves along the 
Khabarovsk-Irkutsk return route are shown to yield 
much clearer results. in terms of graphical resolution, 
than do calculations based on the conventional represen- 
tation of trajectories in the (x.7) plane. The same concept 


iS Subsequently applied to construction of integral 


caustic short-wave asyrptotes. using an interference 
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integral somewhat different than Yu.l Orlov ’s(TRUDY 
MOSKOVSKOGO ENERGETICHESKOGO INSTI- 
PUTA No T19, 1972). As a specitic problem is consid- 
ered the two-dimensional field of a point source describ- 
able by the Helmholtz 
function not only of the space coordinates x.y but also 


equation, this field being a 
depending on the \,, coordinate of the source. Solution of 
this problem by the “partial” ticld method. using the 
Fourier integral with respect to the third parameter s 

codp (p,- angle otf departure) and with the Helmholtz 
equation modified accordingly. vields the field in the ray 
representation with an amplitude and a phase which 
sauisty the conventional equation of geometrical optics 
For a determination of the partial wave are then needed 
trajectories Which depart from the z = 0 plane at angle (3 


and arrive at the observation point (x.7). Figures 5 


references 10 


Deflection of Light Rays During Vlultiple 
Anisotropic Diffraction of Light 

YI OROOS TO Moscow RADIOTLAHNIK G1 
LLEATRONIA Gin Russian 

bol 38 NoS. luge 1610-1616 


i 
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[Article by V. Bo Voloshinoy and B. Traore] 


| Abstract] Multiple anisotropic Bragg diffraction of light 
by two acoustic waves of equal or nearly equal frequen- 
cies propagating in mutuall, orthogonal directions 
through a crystal is analyzed. assuming that the crystal is 
a uniaxial positive optical one the two acoustic waves 
propagate in a plane perpendicular to its optical axis 
The resulting deflection of light rays 1s calculated on the 
basis of a system of coupled differential equations for 
plane light waves and their interaction with ultrasound 
the intensity of light in the diffraction orders and thus 
efficiency of light in cach depending on the power of the 
ACOUSTIC Fight scattering-intensity maxima are 
Shown to be atiainable. but the acoustic power being too 
high compared with the power for single scattering. An 
experiment was performed with a paratelluride TeQ, 
crystal. this crystal being characterized by a large value 
of the M, acoustooptic interaction index. Light in this 
and any medium is multiply diffracted by acoustic waves 
within a very narrow trequency band and such a diftrac- 


Waves 


tion requiring precise tuning of the optical system. With 
M, = 1200x10°'* s°/g. the acoustic frequency for diffrac- 
tion of 633 nm light in this crystal is {,, = 38 MHz. In this 
experiment the light beam of a He-Ne laser passed 
through a mechanical beam chopper. a polarizer. a 
quartz polarization plate. and a diaphragm into the 
paratelluride crystal acting as an acoustooptic cell with 


the optical axis in the [OOT] direction. the angle of 
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incidence being read on the goniometer scale in front o! 
the crystal. Two piezoelectric transducers were glued 
onto the cubic cell. one onto cach of two adracent lateral 
faces. one a LINDO, crystal and one a quartz crystal. 10! 
emission of acoustic waves in {110} and (1 10} directions 
respectively. Electric signals from two high-frequency 
power oscillators were converted by these transducers 
into traveling acoustic waves in the form of 3-5 ws pulses 
with repetition rate of 1000 Hz. Light rays deflected ys 


these waves were. after passage through a photomulll- 
plier. recorded on an oscillograph. The results of this 
experiment contirm the t nes qualitatively. 4 
maximum diffraction efficiency of 40 percent having 
been reached in the fourth (65 percent theoretically ) and 


of 10 percent having been reached in the other seven 
orders. Figures 5: references & 
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Accuracy of Measurement of Spectral Density of 
Atmospheric Radio Interference 

YI7KOO3 7D M RADIOTLAHMNIK AT 
ELEKTRONIK A in Russian 


lol 35 No S&S. tue YO 


fy sf) 1625 


[Article by D. S. Dobryak and L. G. Petrova] 


[Abstract] Measurement of the spectral density of atmo- 
spheric radio interference is analyzed for accuracy. this 
interference being a non-Gaussian nonstationary one. The 
analysis 1s based on the model of ELF-VLF interference a 
an additive mixture of two components, fluctuation norse 
and a flux of random stray pulses. Measurement of the 
spectral density of atmospherics for a given frequency |S 
considered and the attendant error due to finiteness of the 
measuring time 1s of concern, the measuring time being 
usuall; not shorter than | s and sufficiently long for an 
approximately Poisson distribution of stray fluxes with a 
Poisson distribution of pulses within each flux but neces- 
sarily not longer than the correlation time so that regular 
diurnal variation can be disregarded. Inasmuch as the 
autocorrelation function covers a time interval of a fe“ 
milliseconds only. the error of its estimation can also be 
disregarded. The correlation time is frequency dependent! 
and the spectral density of atmospherics depends on thet 
flux intensity, both the intensity of those exceeding the 
threshold level for a given frequency and lightning dis- 
charges occurring worldwide within a given period of time 
needing to be included. The measuring problem is formu- 
lated as one of estimating the magnitude of a constant signal 
which appears with both a stationary “white” noise and a 
nonstationary “color” noise. each noise characterized by 
linearly decreasing dispersion. The frequency-dependent 
minimum attainable measurement error and the therefore 
also frequency-dependent optimum measuring time for 
attaining this ultimate accuracy are calculated analytically 
and then numerically, with the aid of experimental data. 
taking into account both hourly and seasonal variations. In 
winter without thunderstorms occurring in the vicinity. the 
measuring time for the 0.3-6.0 kHz frequency range should 
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be made equal to the correlation time, inasmuch as the true 
optimum measuring time would be longer. In summer the 
opumum measuring time for the entire 0.02-20 kHz fre- 
quency range Ges not exceed 20 min, the maximum accu- 
racy reaching 35 percent at the 2.5 kHz frequency but only 
about two percent at both 20 Hz and 20 kHz frequencies 


with an optimum measuring time of 3.3 min for the latter. 
Figures 2: references 8. 
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VLF-ELF Atmospheric Radio Interference as 
Nonlinear Transformation of Normal Noise 
YI ROOST Moscow RADIOTLAHNIAAT 
LLEKIRONIA (in Russian 

bol 35 No S. tug W pp 1635-1641 


[Article by D. S. Dobryak and Ye. A. Vershinin] 


{| Abstract] A model of atmospheric radio interference 1s 
constructed by nonlinear transformation of normal 
noise. a sinh nonlinearity most closely satisfying the 
requirement of a linear trend as the value of the argu- 
ment approaches zero and an exponential trend as its 
value approaches the maximum. A multidimensional 
distribution of the u(t) = Ul) sinh ya(t) process 1s consid- 
ered. assuming that this process is the transform of a 
normal x(t) process with unity dispersion and that the 
transformation ts inertialess. The relations between the 
autocorrelation functions of the two processes 1s estab- 
lished accordingly. on the basis of two samples. The 
mean number of upward threshold crossovers by the 
overshoot flux intensity and the distribution of over- 
Shoot amplitudes are then calculated. taking into 
account the monotonicity of that transformation. The 
parameters of the atmospherics distribution are esti- 
mated not on the basis of maximum likelihood, which 
Involves solving a system of transcendental equations 
very difficult to simulate in the analog mode. but on the 
basis of several measurements of the overshoot flux 
intensity v at different threshold levels E including the 
zero level. The other levels should not be higher than the 
one at which v(E) = v(O)e°°**. considering that the 
distribution parameter y 1s not larger than 1.5 and the 
overshoot flux intensity therefore never exceed that 
threshold. This procedure in the one-dimensional for- 
mulation 1s consistent with experimental data according 
to the chi-square criterion, the vertical component of 
0.07-1 kHz electromagnetic fields been recorded on 
magnetic disks. The validity of the proposed model of 
atmospheric radio interference in the two- dimensional 
formulation has been confirmed. also according to the 
chi-square criterion, on the basis of a O.81 correlation 
coefficient for paired samples of both processes with 
samples from different pairs remaining mutually inde- 
pendent. Figures 3: references 7 
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UDC 621. 391.0] 


Optimization of Receiver of Phase-Shift-Keyed 
Pseudorandom Signals in Presence of Worst-Case 
Interference With Limited Average Power 

YI KUOS7E Moscow RADIOTEAHNIKA] 
ELEKTRONIKA in Russian 

Pol 35 No &, Aug YO pp 1646-1650 


[Article by A. N. Putilin and Ch. M. Chudnov] 


[Abstract] The problem of optimizing a receiver of PSK 
pseudorandom signals for maximum interference immu- 
nity is tackled, considering worst-case interference with 


limited average power. The sender consists of sources of 


binary messages connected in series and followed by a 
modulator which forms pseudorandom signals. The 
receiver on the other end of the transmission line 1s 
preceded by a demodulator with limitation threshold B. 


The problem of signal processing 1s formulated in terms of 


a game for the asymptotic case of signal and interference 
sampling base n approaching infinity, the total signal at the 
demodulator input being the sum of the useful one S and 
an interference with an unknown distribution. Its worst 
distribution is the one corresponding to the maximum 
probability of reception error at a given relative demodu- 
lator limitation threshold $B = B/S, whereupon the 
optimum decision rule is established accordingly The 
optimum relative limitation threshold 1s determined next. 
assuming that it 1s proportional to n“. Insertion of a limiter 
with a > | ora < '2 1s shown not to raise the guaranteed 
interference immunity of reception, the maximum inter- 
ference immunity being guaranteed by insertion of limiter 
with @ within the 0.5-1 range. References 9. 
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Anisotropically Conducting Helical-Helical 
Circular Waveguide for Amplifier Stage of 
Twistron Oscillator 

YI KOO37G Moscow RADIOTEKHNIKAT 
ELLEKTRONIK.A tn Russian Vol 38 No 8, 

lug YO pp LOSS8-169] 


[Article by A. P. Arzin, A. F. Sayapin, and Yu. G. Shteyn] 


[Abstract] A helical circular waveguide shaped into a 
helix is described, such a structure having been designed 
for the amplifier stage of twistron oscillators which 
convert the energy of a relativistic high- current short- 
duration clectron beam into microwave energy. The 
principle of its operation 1s based longitudinal interac- 
tion of beam electrons and E,,,-mode waves without 
transformation of the latter into H,,, and E,,, waves. 
which takes place in a plain circular waveguide with the 
same cross-section, and thus with neither the interaction 
efficiency being lowered nor the oscillation mechanism 
being distorted. Mode transformation in this helical- 
helical waveguide ts suppressed by suppression of azi- 
muthal current conduction. To achieve this. the 


Im 


waveguide is made up of separaic wires connected to 
diclectric rings and the latter are fastened with screws 
alternately along tour quadrature directrices. Both the 
period of this structure and the radius of the center line 
are adjustable Leads are brought out from both end 
rings to the center so as to ensure matched excitation and 
facilitate extraction of microwaves. In the first experi- 
ments with such a structure current pulses of nanosecond 
duration were converted into 4.2 cm microwave radia- 
tion and, in single-mode operation, into 3.7 GHz or 10 
GHz microwave radiation. The radiation pattern of this 
oscillator and the dispersion characteristic of its ampli- 
fier Operating with a tubular relativistic clectron beam 
were subsequently measured in the LICH (“Ray”) 
accelerator, the nominal amplitudes of voltage and 120 
ns current pulses being 1.5 MV and 20 kA respectively. 
No self-cacitation of the structure occurred during for- 
mation of a tubular eleciron beam by a magnetically 
Shielded diode in a leading magnetic field of up to 2 T 
intensity. The velocity of this beam was then modulaied 
by the circularly polarized electric field of the E, ,,-mode 
wave during subsequent passage through a adjustable- 
length cylindrical resonator. Density bunching cf the 
clectron beam took place in the helical-helical 
waveguide, where it also interacted with the traveling 
wave it had generated. The resonator cavity with mov- 
able end walls for varying its length from 4cm to 12 cm 
had been designed for self-cxcnation at an approxi- 
mately 3 GHz critical frequency for the E,,, mode. The 
far-licld radiation pattern was found to have the max- 
imum always along the axis and the pulscform of the 
Output signal always duplicated that of oscillations gen- 
craied in the resonator cavity, evidence of a linear 
amplification characteristic. Exact synchronism of clec- 
trons with a relative velocity B = 0.94 and the E,,-mode 
wave in a waveguide with an irregularity factor v = [1+ 
(2np/h)-)'’? = 1.15 (p.h- radius and period of center line) 
was attained for a radiation of approximately 8 cm 
wavelength. Figures 3: tables |: references 4. 


UDC 537.876.4 


Design Optimization of Single-Mode Optical 
Fibers Made of Fluoride Glasses For 
Intermediate-Infrared Radiation 

Y]7KOO37H Moscow RADIOTEAIINIKA 1 
ELEKTRONIK.A in Russian 

lol 38 No 8, tug 90 pp 1730-1738 


[Article by V. G. Piotnichenke and L. A. Frenkel] 


[Abstract] Inasmuch as the spectral characteristics of the 
refractive index and of the material dispersion determine 
the design of an optical fiber and particularly the profile of 
its refractive index needed for maximum data transmis- 
sion speed, single-mode optical fibers made of fluoride 
glasses have been considered for operation ai intermedi- 
ate-infrared wavelengtiis. As the design criterion 1s selected 
zero first-order chromatic dispersion at two or more wave- 
lengths. The design procedure is applied to fibers made of 
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ZBLA glass (Zr. Ba,La.Al tluorides) tor zero chromatin 
dispersion at two wavelength Ay)Agjo 1) 2.2 um and 2.5 
um, 2) 2.5 pm and 3.5 pm, 3) 2.2 um and 3.5 pm. With a 
profile of the retractive index ni) = ny(l- AGr/ay" where t 
aand n(r)@ nC l- A) where | a(n). Maximum refractive 
index, Aw (ny. ny)/n, 
live indexes, ny- refractive index of sheath material, b 
radius of core, r- radial coordinate ina eylindrical system) 
zero chromatic dispersion at any of those three pairs of 
wavelengths 1s attainable ina ZBLA fiber but not at both 
13pm and 1.55 wm wavelengths in a quartz fiber. An 
analysis of the allenuation characteristic reveals that atten 
uation due to intrinsic losses in’ the glass as well as 
attenuation due to irregularities in the fiber (additional 
Rayleigh scattering by alloy impurities in the core, splices 
joining fiber segments, microbends) depends, as in a 
quartz fiber, on the size of the spot representing the 
lowest-order mode. Calculations made for ZBLA glass 
doped with GeO,, | km long fiber segments joined by 
splices, and microbends with a Gaussian spectral distribu- 
tion of curvature indicate ways to minimize the total losses 
and the optimum range of spot size. The correlation length 
being | b(E./E.)'* (b- outside radius of fiber, E,.E.- 
modul) of elasticity of core material and of sheath material 
respectively), that ratio of moduli of elasticity can be 
decreased by either increasing the outside radius or by 
coating the sheath with a material whose modulus of 
elasticity 1s close to that of the core material. The authors 
thank V.I. Volman, Ye.M. Dianov. and A.S. Kurkov for 
helptul discussions. Figures 5; tables 3: references 17 


relative difference between retrac 


UDC 621). 391:535.4 


Electron Optical Correlation Mlethods and Vleans 
of Image Recognition: Survey of Literature 

YI ROO62 1 Kiev (IZVESTIYA VY SSTITKIT 
COMEBNYAH ZUWEDENTY. RADIOLLEATRONIK 1 


In Russian Vol 33 No 8, Aug 9O pp 13-27 


[Article by G. TL. Vasilenko. LS. Gibin, O. 1. Potaturkin} 


[Abstract] Optical and electron optical methods and 
means of image recognition are surveyed. covering the 
enlire image recognition process from image percepuion 
through field transtormation for determination of image 
parameters to logic operations and the decision mecha- 
nism. Systems based on scanning the members of a class 
and comparing each with a standard are the most tun- 
damental ones but requiring information about the dis- 
tribution tunction. Other systems are based on common- 
ality of characteristics or on clusterization. Methods not 
requiring information about the distribution functions 
include discriminant analysis and the ranking algorithm 
Ihe best results under conditions of a’prior: indetermi- 
nacy are obtained by these two methods. but both 
require lengthy computation procedures and intricate 
circuitry. Another alternative is the method of admis- 


sible transtormations. which involves testing hypotheses 
with respect to the likelihood criterion in a way similar 
to the optimum Bayes procedure and in: which the 
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correlavion tuncuion serves as the congruence criterion 
when the distribution functions approxmate a multidt 
Preliminary image processing 
either by 


mensional normal law 
involves detection of the image contour 
emphasis of luminance dips with the aid of a spatial 
Roberts. Sobel) and subsequent 
amphtude limitation or by contour approximation 


operator (Laplace 


Obtaining a “gradient” contour requires noise seppres 
sion, for which a median tiller is most suitable. Tnas 
much as image processing is most often done under 
Widely varied rather than rigidly tixed conditions, iso 
morphic transformation has become a must. Correlators 
for such a transformations are generally based on prin 
ciples of geometrical or physical (diffraction) optics, a 
special group being sequential correlators with photode 
lector shift registers which continuously process data 
electrically along one space coordinate and optically 
along the other. An important advance are holographi 
correlators: linear amplitude correlators (Vander Lugt 
and subsequent modifications), a dynamic holographic 
amplitude correlator with mutually modulated Fourier 
transforms using a spatial real-time light modulator on a 
MOS-LC structure (MOS = metal-oxide-semiconductor 
LC = liquid crystal) as reversible recording medium, and 
a holographic intensity correlator using a cathode-ray 
tube. The intensity correlator features spatial invariance 
during parallel and multichannel high-resolution image 
processing, moderate adjustment precision require 
ments, and insensitivity to phase distortions. but cannot 
produce an alternating pulse response so that it may have 
to be replaced with an acoustooptic deflector or modu- 
lator. A two-dimensional correlation function for inte 
gration in both space and time can be obtained by 
continuous integration with respect to one space coord! 
nate (\) and summation over n, this summation being 
effected by time integration ina detector with time delay 
and storage. References 64 
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Accuracy Analysis of Determination Laser Beam 
Coordinates in Tracking Television System 

YY) "KOO6IB Kiev IZVESTIYA LY SSHIAIT 
COHMELBNYAI ZU EDENTY: RADIOELEKTRONIA | 
/}] Russian lol 33 No S lisy Yi) pp 34 3S 


[Article by Yu. V. Martyshevskiy] 


[Abstract] Determination of the laser beam coordinates 
in a tracking television system 1s analyzed for accuracy. 
considering that the parameters of the useful signal and 
of the beam trajectory vary. The analysis 1s based on the 
Markov theory of optimum nonlinear filtration. The 
iclevision image converter reads data frame-by-frame 
into a two-dimenstonal NxN array of discrete video 
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signal readings, the laser beam being tracked by pro- 
cessing the video signal ina two-dimensional Lal strobe 
(I N). The converter output signal is represented as 
the sum of useful signal and background noise. The laser 
beam trajectory in the N.Y plane (X- frame coordinate 
Y- line coordinate) is represented as the sum of a 
quasi-determinate component and a random component 
along cach coordinate. In the state space itis deseribed 
by the differential equation dX/dt FA(t)) GING) 
relating the the vector of variable states A(t) to the 
partitioned matrix F of system states and the partitioned 
matrix G of perturbation noise. Calculations were made 
on a computer by the method of direct probabilistic 
simulation with all relevant quantities normalized to a 
frame time of 20 ms, the frame field having been 
discretized into 256x256 elements and time having been 
discretized into 0.25 ps intervals. The luminance distri- 
bution on the detector surtace was assumed to be a 
Gaussian one, with the image dimension equal to four of 
five clements at the I/e level and the strobe dimensions 
ranging trom eight to 10 elements. The simulation pro- 
cedure involved 200 statistical tests and averaging of the 
data. An analysis of the results indicates that. with the 
laser beam moving at the same velocity along both \ and 
Y coordinates, the error of frame coordinate determina- 
tion is |.5-2 times larger than the error of line coordinate 
determination. The simulation algorithms were found to 
be not only stable in time but also robust with respect to 
inaccuracy of signal model parameters and laser beam 
dynamics, a 20-25 percent deviation of the beam spot 
dimensions from nominal ones increasing the dispersion 
of the coordinates determination error by only three-five 
percent. Figures 2: references 3 
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Classification of Objects and Scenes With Aid of 
Correlation Function of Invariant Image 
Description 

Y)ROO6OC Kiev IZVESTIYA VY SSTITKIT 
COCHEBNYAH ZAVEDENTY: RADIOLLEKTRONIK | 
in Russian Vol 33 No 8, lug YO pp 38-44 


[Article by V. V. Dadeshidze. I. N. Kompancis. G. A. 
Lunyakova, A. A. Vasilyev. and S. N. Vereskov] 


[Abstract] A method of classifying objects and scenes 
with the aid of a cyclic correlation function 1s proposed. 
the location of an object in a being determined during 
segmentation of the latter. Each object in that scene ts. 
moreover, described by a set of indicator invariant with 
respect to scale and orientation. The procedure involves 
comparing the original with its geometrical transform by 
using data on local maxima and by seeking their center 
of gravity or, in the case of more than one object in a 
scene. seeking connected regions. This method of deter- 
mining the coordinates of an object in a scene was 
experimentally implemented with a dynamic holo- 
graphic correlator and a He-Cd laser. the latter followed 
by a beam widener, two beam splitters, and an objective 
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lens. The procedure involved simultaneous Fourier 
transformation of the orginal and its transtorm, a neg- 
alive with the letters S and N serving as the original 
scene, As dynamic hologram used an optically control- 
lable spatial real-time light modulator of the liquid- 
crystal photodetector kind with a YO percent Se + 10 
percent As semiconductor layer. Subsequent. correla- 
ional comparison of some image parts with others wall 
vield the necessary image indicators which are invariant 
with respect to scale and orientation, most conveniently 
in the torm of a vector, for all objects of any shape i a 
scene rather than only tor objects of symmetric shapes 


only. Figures 4: tables 2: references 11 
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Radio-Optical Antenna Array With Compression 
of Long Linear-Frequency- Modulation Signal 

YI KOO6BLD Kicyv IZVESTIYA TY SSTIUATT 
COCHEBNYAI ZUEDENTY. RADIOLLEKTRONIAAA 
nm Russian bol 38 No 8S, lug 9 pp 48-81 


[Article by Ye. N. Voronin. A. Yu. Griney. and A. A 


Rymov | 


[Abstract] An acoustooptical processor based on a corr- 
elator with spatial integration with standard acous- 
tlooptic light modulators for linear antenna arrays 1s 
described which compresses linear-frequency- 
modulation signals of duration AT MT xomWindow 
(Tacyng> MOdulator ime window H 10 us. M- number ot 
multiplexer channels). The pulse response characteristic 
of the matched filter which performs compression of the 
signal 1s the complex-conjugate of the latter. When the 
modulator window 1s shorter than the signal duration. 
then the signal with a large base W = AFAT ts split into 
M cqual fragments with a much shorter base W = 
(AF/M)(AT/M) = W/M> each and these are then com- 
pletely compressed by means of dispersive delay lines 
and coherently added with corresponding time delays. 
The processor clectronics are simplified by arranging the 
band fillers and adjusting the distances between the 
diaphragms of the mask so as to ensure that. as the partly 
compressed signals run sequentially through all those 
diaphragms. partly compressed responses appear simul- 
tlancously at one instant of time t AT only. The 
sequence of these signals must be a nonequidistant one 
and when it is encoded with “not more than one coinci- 
dence’. then not more than one response will appear in 
the diaphragms at any other instant of time. The other 
processor Components must be adjusted accordingly so 
as to ensure an interference-free output signal. The 
processor performance in both signal compression and 
panoramic survey modes is analyzed on the basis of 
simulation with a binary transparency. for a linear 
anterniid array of consisting of nine elements. Figures 9: 


references &. 
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UDC 621.396:535.8 


Output Signal of Adaptive Acoustooptical 
Processor of Long Linear- Frequency-Modulation 
Signals 

Y)7KO0021 Kiev IZVESTIYA VY SSTIUAT 
COCHELBNYAI ZAVEDENTY: RADIOLLEKTRONIK A 
im Russian Vol 33 No 8, lug YO pp S1-SS 


[Article by N. A. Yesepkina, A. Po Lavrov, and M.N, 
Ananyey 


[Abstract] The performance of an adaptive acousto- 
optical processor of linear-frequency-modulation signals 
is evaluated by analyzing its Oulpul signal while Wt adapts 
lo incoming signals with various rates of frequency 
change. The optical part of the processor includes a laser 
serving as light source followed by a beam widener, an 
acousto-optic modulator, an integrating lens. and a 
linear charge-coupled photodetector array in the focal 
plane of that lens operating in the time delay and storage 
mode. When the modulator 1s excited by an LEM signal 
much longer than the modulator time window, then a 
diffraction spot forms in the focal plane of the lens and 
moves across the photodetector surtace in that plane ata 
constant velocity which depends on the rate of frequency 
modulation. An analysis of the luminance distribution 
over that spot reveals that both the spot width and of the 
maximum luminance at the point where it occurs depend 
on the phase lead. This dependence indicates the max- 
imum range of phase lead angles 0 ~ 0 =< 6)... and thus 
also the maximum rate of frequency modulation the 
processor can handle, based on permissible changes in 


the processor output signal. Synchronous movement of 


the diffraction spot and the photosensors 1s considered 
first. the signal compression ratio in the processor being 
calculated for this case while taking into account that the 
spot is wider when the luminance ts not uniformly 
distributed over the modulator aperture but tapers 
toward its edges. The effect of their being out of svnchro- 
nism 1s evaluated next. The theorctical results are sup- 
plemented with and validated by experimental data. an 
acousto-optic modulator on a TeQ, crystal with a center 
frequency f,, = 70 MHz. a bandwidth Af = 20 MHz. and 
a T = 10 ps wide time window having been tested on 
LEM signals of up to 80 ms duration with initial frequen- 
cies f, = 60 MHz and final frequencies f. < 80 MHz. A 
video pulse of 0.44 ms duration, corresponding to com- 
pression ratio of 180, was recorded with a 20 MHz wide 
LFM signal of 80 ms duration at the modulator input. 
Figures 3: references 5 


UDC 621.317.77 

Statistical Characteristics of Output Signal From 
Acoustooptical Sum-Difference Phase Meter 
917K0062F Kiev IZVESTIYA VYSSHIKU 


COCHEBNYKRH ZAVEDENTY: RADIOLLEKTRONIK | 
in Russian Vol 33 No 8, Aug 90 pp 70-73 


[Article by A. Yu. Odintsov] 


[Abstract] An acousto-optical instrument of the interter- 
ence type for measuring the phase difference between 
signals of unknown frequency ts proposed, interference 
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of clectric input signals being effected by sum- difference 
transformation and attendant conversion of phase mod- 
ulation into amplitude modulation prior to acousto- 
optic conversion making it possible to replace one two- 
dimensional acousto-optic channel with four one- 
dimensional ones. The instrument includes a wideband 
90° phase shifter which performs the Hilbert transtorma- 
lion, followed by two adders and two subtractors whose 
Output signals enter cach one of tour identical acousto- 
optical spectrum analyzers with spatial integration 
Their Outputs are pairwise subtracted, whereupon the 
ratio of the two differences and the arc tangent of this 
rauio are computed. The latter gives an average estimate 
of the phase difference between spectral components. 
Each acousto-optical spectrum analyzer operates with a 
coherent light beam trom a semiconductor laser, this 
beam being collimated by lens and then diffracted by a 
sound beam which comes from an acoustic light modu- 
lator with a transparent sound guide. Another lens 
transtorms the diffracted light beam so that in its focal 
plane appears an amplitude-phase distribution of the 
light field, this distribution being described by the 
instantaneous spatial spectrum of that part of the electric 
signal which appears in the aperture of the acousto-optic 
interaction space and being read into a linear charge- 
coupled photosensor array. Identicality of all four 
acousto-optical spectrum analyzers ts particularly casy to 
ensure, with the added advantage of size and power 
drain minimization, by building them with integrated- 
optics components. The output signal of cach analyzer ts 
formed by three products: signal at the one input by 
signal at same inpul, signal at one input by noise at same 
input, Nose at one input by notse at same input. These 
components of cach output signal are compensated, after 
pairwise subtraction in the respective quadratures. A 
performance analysis of this acousto-optical phase 
meter, supplemented with numerical calculations, indi- 
cates that its interference immunity is not worse than 
that of the optimum one. Figures 3: references 4. 


LIDC 621.391.266 


Quasi-Optimum Algorithm of Correlational- 
Extremal Image Processing 

Y)7KOO62G Kiev IZVESTIYA VY SSHIAKTT 
COCHEBNYAITZAVEDENTY: RADIOLELEKTRONIKA 
m Russian Vol 33 No 8, dug YO pp 83-84 


[Article by D. A. Bezuglov] 


[Abstract] A quasi-optimum algorithm of correlational- 
extremal image processing for radio navigation systems 
Is constructed. an image appearing at any instant of time 
being in such a system compared to a standard one. Both 
images are defined in the L,-space as functions of two 
coordinates x.v cach. on corresponding segments of the 
plane. Both functions are formulated as double integrals 
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of diserete variables x.y. Into the L,-space is then intro- 
duced a system of orthogonal functions and processing 
proceeds accordingly. The algorithm involving use of 
these functions is shown to shorten the necessary com- 
putations but to require a larger memory. The number ot 
approximating polynomials, usually 4-12. 1s selected on 
the basis of required image representation accuracy. The 
approximation error is smallest: with) Karunen-Loew 
orthogonal polynomial basis and almost as small with 
LIT expansion, although other basises such as Laguerre, 
Legendre, and Hermite polynomials or Walsh tunctions 
can be used. References 4. 


UDC 621.391.193 


Image Recognition in Presence of Color 
Background Interference 

YI) 7ROO6TT Kiev IZVESTIYA VY SSTITKT 
CCHEBNYAT ZA EDENTY. RADIOLLEKTRONIK A 
In Russian Vol 33 No 8, lug 90 pp 84-86 


[Article by V. K. Baklitskiy] 


[Abstract] Image recognition by correlational-extremal 
processing 1s analyzed for the effect of narrow-band 
background interference with an exponential correlation 
function, such an interference being called “color” inter- 
ference and representing the most common form ot 
clutter. Image recognition on the basis of the Bayes 
detection rule is considered. which requires calculation 
of the likelihood ratio equal to the ratio W0(1)/W (0) 
(a’‘posteriort probability densities of signal presence and 
signal absence respectively). When this ratio P satisties 
the inequality P — W,,,.(0)//W.o(1) (a prior: probability 
densities of signal absence and signal presence respec- 
lively), then the decision is presence of signal s,. The 
algorithm of calculating the ratio P and testing that 
inequality takes into account the monotonicity of an 
exponential interference correlation function. Inasmuch 
as both sides of that inequality contain only positive 
quantities, it 1s expedient to take the logarithm of each. 
The algorithm can be executed most efficiently either by 
parallel and thus fast processing in a number of channels 
depending on the number of possible images. with a 
standard reference image in cach channel, or by sequen- 
tial and thus simpler but slower processing in a single 
channel with so many standard reference images succes- 
sively inserted into it and the threshold correspondingly 


varied. Figures |: references 2. 


UDC 681.32:535 


Optical Linear-Frequency-Modulation Correlator 
With Time Integration, Semiconductor Laser, and 
Charge-Coupled Photodetector 

Y)7KO0621 Kiev IZVESTIYA VY SSIIUAH 
COCHEBNYAI ZAVEDENTY: RADIOL LEATRONIK A 
in Russian Vol 33 No 8, lug 90 pp 88-91 


[Article by D. F. Gaynullin, N. N. Yevtikhiyey, and V. V. 
Perepelitsa] 


| Avstract] An optical linear-frequency-modulation signal 
correlator for synthetic-aperture radar 1s described. one 
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which operates with a semiconductor laser and a charge- 
coupled photodetector, The input signal to be identified 
modulates the laser radiation and the latter then passes 
through a collimator which, through a cylindrical 
focusing lens behind it. brightens the photosensitive 
region of the photodetector with a uniform: intensity 
over the entire aperture. In front of the photodetector ts 
placed a transparency-mask onto which a reference ftunc- 
tion T(x) has been recorded. The photodetector operates 
in the continuous scanning mode, with charge storage 
and time shift. The charge stored by its clements shifts in 
lime from one cell to the next, the charge transfer time 
being called the time it takes for the charge shitting from 
the first cell to the last. whereupon itis displayed on the 
video monitor. The process ts analyzed for a signal S(t) 

Acos(at’ (-T/2 I 1/2). a@ denoting the rate of 
frequency modulation and period T being equal to 
charge transter ime. For the purpose of optimizing such 
a correlator in terms of charge transfer time and fre- 
quency modulation, also the characteristic dimensions 
of black (opaque) and white (transparent) fringes on a 
binary mask. an experiment was performed with a 
GiuAlAs-laser as light source (0.84 pm) delivering an 
average optical power of 3 mW. The photodetector was 
linear airay of 512 charge-coupled devices, with auton- 
omous control of its operation in the charge storage and 
time shift mode. Spatial integration was performed for 
two different masks. Both the signal-to-noise ratio and 
the resolution were found to become higher with an 
increase in the frequency deviation a. The constant 
component duc to a large “crest” of the pedestal was 
climinated by square-law detection, with some of the 
laser radiation diverted to an identical other detector 
and another mask. a negative of the T(x) mask placed in 
front of the latter. The output signal from this second 
photodetector had a constant component of the same 
magnitude as the output signal from the first one, but a 
peak shifted 180° from that in the output signal from the 
first one. Subtracting the two output signals canceled 
their constant components and doubled the amplitude. 
as long as the signal-to-noise ratio did not change. 


Figures 5: references 2. 


LI DC 681.7.068:621.396.61 


Shaping Spatial Radiation Pattern of Transmitter 
Antenna Arrays With Fiber-Optic Signal 
Distribution System 

YI 7KO062) Kiev IZVESTIYA TY SSHIKTT 
COCHEBNYAKH ZAWEDENT)Y: RADIOLLEKTRONIK.A 
in Russian Vol 33 No 8. lug 90 pp 98-97 


[Article by A. N. Bratchikov, A. I. Kukshin, Ye. S. 


Puzakov. and Ye. V. Savin] 


[Abstract] A radio-optical transmitter aatenna array ts 
synthesized. a a cohereni-optics processor controlling 
both shape and position of its radiation pattern in space 
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and time and tiber-optic transmiusston tines. ideally dis 
lorlioniess ones, distributing the signals over an array ot 
modules. Each module of the antenna array contains a 
radiator and a photodetector with a low-noise amplifies 
These modules are connected to the space-time pro 
cessor through a bundle of optical tibers. the entrance 
plane Poand 


lips all lying in ong forming an array 


lopologically similar to the antenna array. Phe processor 
has two optical channels. one tor the main beam and on 
lor the 
COMMON Wo 
both tormed 


modulator and then scanned in the main-beam channel! 


reference beam. Both receive radiation trom. a 


Irequency source. The radiation pattern ts 
with the aid of a spatial real-time light 
Which has received ()-frequency radiation. The reter 
ence beam ts needed tor photodetection in the hetero 
dyne mode ints channel. which has recerved difference 
Q2 radiation, so that th 
amphitude-phase distribution can be then be transterred 
from the optical @, onto the ditferencs 


within the range up to millimetric waves. The radiation 


Irequeney @, (1), required 


Irequeney 92 


pattern is shaped by utilizing the property of a Pourtes 
transformation that E*(@ a...) = FOR CTE*)}). where b* 
denotes the complex amplitude-phase distribution of th 
optical field in the exit plane of the spatial real-time light 
modulator and Fis the Fourier transtormation operator 
The amphitude-phase distribution of the optical Held is 
perceived in the far zone and the Fourier transtormation 
iS performed tn tree space. The inverse Fourier transtor 
mation is pertormed by a lens directly in the plane P and 
from here transferred by the fiber bundle to the aperture 
of the antenna array. with a transformation ratio which 
ensures that the radiation pattern will have the required 
Shape in the far zone 
mitter antenna arrays 1s demonstrated first in shaping a 


Phe operation of such a trans 


radiation pattern of arbitrary shape. including a mult 
ple-beam one. and tn single-lobe scanning with a narrow 
beam. In the first case the antenna radiation pattern 1s 
determined by the transmission tunction of the spatial 
real-time light modulator. while single-lobe scanning can 
be achieved with a much simpler 
lransmission function on the transparency 


time-independent 
Figures 


references 2 
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Using Computer for Determining Parameters of 
Periodic Components of Digital Signals 
YIOKOOSS t Moscow METROLOGTY tin Russian 

No 7? Jul YO pn 7-13 


[Article by Vo A. Dvinskikh] 


[Abstract] An algorithm of fast Fourier transformation 


for analysis of a digital signal is constructed which 


includes sequential insertion of 
periods of the input process. rather than preliminary 
interpolation of the digital signal in the case of processes 


faster than the signal analysis. and thus makes it possibl 


readings over several 


to pertorm the analysis in real time. An input process 


continuous in time and read out in the form of a digital 
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signals assumed to consist of a component periodic in 
lime and other components plus interference, Harmon 
analysis by this algorithm mvcludes calculation of weight 
coethicients. only operations of addition or subtraction 
and multiphcation being mvolyved so that programming 
Hoon a KESOO high-speed LSE microprocessor becomes 
ypedient mn terms OF Computation time economy Ihe 
algorithm iw extended to analysis of compound pro 


CESSES, SUPCEPOS LOnS Of })4 rrodn PraceSses WHOSE tre 


quencies are nor multiples of one another, The algornam 
in BASK 


accuracy and speed 


writes language. Htehas been tested for both 


References Y 


Potential Accuracy of Laser Doppler Velocimeters 
With Correlation of Photocounts 

Y) AOOSSB NN Vi JROLOGY) 1 

\ I ” 


R ‘\ i/}) 


“Jiy pop / / f 


[Article by AJ Vo Averkin. A. LL Popov. and Ye. Ya 


Stepanos 


al i) | 


Doppler 
ne thatil is determined 


laser 


[Abstract] The 


velocimeters 1s estimated 


potential accur 
considel 
by shot noise in the photodetector and that in such a 
velocimeter operating with correlation of photocounts this 
noise causes readings of the autocorrelation function to 
fluctuate. When multichannel! digital correlators with clip- 
ping are used for measuring the autocorrelation tunction of 
signals in the form of photocount pulse sequences, then 
such an incoming sequence of M pulses is converted into a 


| when M 
q (q- clipping level). Readings of 


binary one according to the algorithm: M 
qand M ()when M 
the autocorrelation function are thus sums of photocounts 
recorded in given intervals of time equal to the pulse 
sampling period. Both the random error and the standard 
deviation of velocity estimates depend on the relation 
between the sampling period and the autocorrelation 
period, the latter being evaluated by the interpolation 
method with a parabolic spline so as to eliminate the error 
due to discreteness of the autocorrelation function read- 
ings. The effect of turbulence in the medium and the effect 
ofa finite time-of-flight of light-scattering particles are first 
ignored. turbulence then taken into account and its inten- 
sity estimated on the basis of its readings in the case of 
Gaussian velocity fluctuations. An analysis of the estab- 
lished relations and the results of calculations based on 
them indicate that there are turbulence intensity 
which the random errors of velocity estimates are min- 


ievels al 


imum when based on the appropriate relation for the 
turbulence intensity. Using a Malvern 6200 laser Doppler 
velocimeter for measuring the turbulence intensity in gas 
streams has vielded a close agreement between its readings 


references | 


and theoretical estimates. Figures | 
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UDC 622.414 


Phase Method of Acoustic Anemometry 


Y)7KOOSSC Moscow ME TROLOGI) tin Russian 
No 7, Jul Y) pp 14.43 


[Article by S. Z. Shkundin and V. B. Lashin] 


[Abstract] The phase method of measuring flow velocity 
and flow rate is theoretically analyzed, the purpose being 
to establish the missing phenomenological base and to 
reconcile the metrological characteristics of this method 
with a more precise theoretical model. The analysis ts 
based on a one-dimensional wave equation which 
describes propagation of sound through a moving 
medium, both a source and detector of a plane wave 
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being located in this medium at some given distance | 
apart. The phase shift of such a wave upon passage from 
ihe source to the detector is expressed in the form A = 
whe?v(l- M- M?- ...) for a downstream traveling wave 
and A = wie?v(1+ M+ M?+ ...) for an upstream traveling 
wave. (W- frequency of wave, v- velocity of stream, c- 
velocity of sound, M = v/c). For a specific application is 
considered propagation of sound through a gascous 
medium inside an infinitely long rigid cylindrical 
waveguide-pipe. According to this model, the relation 
between the phase shift of a sound wave recorded by the 
anemometer and the velocity of stream is virtually a 
linear one within the low-velocity range. On this basis, 
anemometers operating by the phase method are now 
being developed at the Moscow Institute of Mining for 
use in mining. Figures |; references 5. 








id Industrial Electronics, Control Instrumentation 


UDC 621. 38:001.018 


Functional Electronic Element Design Principles 
Y)7KOO2I4A Kiev ELEKTRONNO)T 
VODELLIROUANTY EE in Russian 

Vo 4, Jule lug YO pp SO-S4 


[Article by A. B. Putiling “Kyant™ Scientific-Production 
\ssociation, Moscow] 


[Abstract] A previous work by the author demonstrated 
an approach to the description of physical systems based 
on analysis of physica! processes and actual objects trom 
the standpoint of a common classification, The use of 
structural-analytic vectors for functional electronic com 
ponents 1s suggested, involving the composition of a 
structural-analytic matrix deseribing the functional clec 
tronic component, reflecting the composition of the 
structural-analytic vectors. This method allows various 
clements of the same physical nature to be compared 
This approach ts easily extended to analytic expressions 
describing particular cases as the equations of mathe- 
matical physics. The method generally allows a unitied 
and qualitative intormation-based classification of func- 
tional electronic components, allowing the synthesis of 
clements based on their primary charecteristics and 
determination of the location of each functional elec- 
tronic component considering its characteristics. The 
method is applied to existing clectronic components 
Figures 8: References 4: Russian 


UDC 681.326.7 


Design of a Convolution Module to Detect 
Postulated Class of Defects 
YI ROOO4B Kiev ELE-KTRONNOY] 


VODLLIROVANIYE in Russian 
Vo 4, Jule tug YO pp 55-60 


(Article by Ye. F. Berezkin, N. V. Yefremoyv. Moscow 
Engineering-Physics Institute] 


[Abstract] A study is made of the problem of using a linear 
succession machine as a convolution module to detect all 
defects in a postulated class in an object of diagnosis. Two 
approaches to the construction of the convolution module 
are suggested suitable for detecting all defects of the given 
class and suitable for use as built-in testing devices for 
electronic equipment. Figures 3; References 7: Russian 


UDC 621.311.001.2 


Improvement of Linear Mathematical-Economics 
Model to Optimize Structure of Electric Power 
System Generating Facilities 

917 KO024C Kiev ELE KTRONNOY! 
VODELIROVANIYE in Russian 

Vo 4, Jule lug 90 pp SO-8S 


[Article by A. V. Fomin, L. D. Khabachev. V. S. Sharygin. 
“Energosetproeyekt™ Institute, | eningrad] 


[| Abstract] Extended investigations have achieved a good 
level of detail in the machine implementation of a linear 
model to optimize the structure at the level of a unified 
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power system. However, the increasing use of nuclear, 
pumped-storage, steam-gas and peak-demand power plants, 
consumer-demand regulators and other modern devices 
requires continued improvement of the model, Based on 
experimental calculations, this article establishes the 
required degree of detail of description of the operating 
mode ina linear mathematical-economic model to optimize 
the structure of generating facilities at the combined power 
system level. Methods are suggested for representing the 
new types of power snstallations recently put in-use. A 
software system based on the use of standard and special- 
ized programming facilities 1s suggested for linear mathe- 
matical-economic models to optimize power system struc- 
tures. The use of the software system to solve scientific and 
design problems related to optimization of the structure of 
the generating facilities of the power system can double or 
triple the speed of solution of these problems. Figure 1, 
References 4: Russian 


LIC OST 2:62 1 316.729 


se of Analog Relative-Frequency-Difference 
Converter in Phase Lock Systems 

MP KOOOO LT Moscow IZMERTILLN AY TE TEAKHINTIK A 
mm Russian No 7 Jul 9O pp 44-dt 


[Article by Eo Kh. -G. Korsunskiy | 


[Abstract] A phase-lock system tor automatic frequency 
control with an auxthary frequency locking loop in 
addition to the main phase locking loop is described. 
specifically one in which a discrete set of frequencies 
from below | Hz to | MHz can be synthesized tor 
generating sine-wave voltages by linear and linear-step 
approximation. The main loop consists of a phase 
detector which receives signals from a. tixed-divider 
dividing circuit. a summing and filter circuit built on an 
operauional amplifier, a digital-to-analog converter, a 
tunable pulse generator, and a variable- divisor dividing 
circuit, Which feeds back into the phase detector. The 
auxihary loop is tormed by a trequency detector in 
parallel with the phase detector between the fixed- 
divisor dividing circuit and the summing and _ filter 
circuit. Phe summing device receives three input signals: 
|) trom the reference-voltage generator in the open 
preliminary frequency setting loop. 2) from the phase 
detector in the phase-lock automatic frequency control 
loop. 3) trom the frequency detector in the automatic 
frequency control loop. The phase detector has a ramp 
characteristic and a structure analogous to that of a 
device Which converts phase difference into a.c. voltage 
The transter function of the filter 1s the same for each of 


the three input signals. A performance analysis of the 


preliminary trequency setting device is followed by a 
Stability analysis of the phase-lock automatic frequency 
“in the large” and then of the entire 


control system 
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frequency-phase automatic frequency control system, 
The results 0: this analysis indicate that using the fre- 
quency detector a device which converts relative differ- 
ence of pulse repetition rates into d.c. voltage will both 
widen the locking band and shorten the locking ume. 
Such a frequency detector is compatible with a phase 


detector which operates as both scanning converter of 


lime integrals into d.c. voltages and sampler-storage, 


inasmuch as it compensates for the inadequate signal of 


such a phase detector in the case of a large frequency 
mismatch and the response speeds of both detectors are 


then of the same order of magnitude. Figures 2. 


UDC 621.396.67.012.12 


More Accurate Measurement of Antenna 
Characteristics on Basis of Apriori Information 
Y)7KO022B Moscow IZMERITELNAY A TEALTINIKA 
in Russian No 7, Jul 90 pp 40-48 


[Article by R. I. Rumyantsev] 


[Abstract] Measurement of antenna performance charac- 
teristics by the method of digital filtration and the charac- 
teristics of such filters are analyzed for ways to improve the 
accuracy of these measurements. Measurement of the field 
amplitude and phase distribution in the antenna aperture 
is considered specifically, assuming in the first approxima- 
tion that the random field here is a uniform and ergodic 
one. Filtration through a spatial weight window is pre- 
ferred to filtration through a frequency window, on 
account of the simpler algorithm. The algorithm involves 
smoothing the filter Output (realization of the random 
field) by convolution of the latter and the window, fol- 
lowed by a Fourier transformation and estimation of the 
antenna radiation pattern. The algorithm is further simpli- 


fied by deterimining the fitration parameters on the basis of 


mathematical simulation rather than by analytical deter- 
mination of the relation between the statistical character- 
istics Of the measurement error, the form of the actual field 
distribution, and the characteristics of the smoothing 
window. The radiation pattern of a rotating antenna was, 


for the purpose of an accuracy analysis and with the aid of 


a 1024-point fast Fourier transformation, reconstructed 
from two field distribution models with an M = 40-point 
linear aperture dimension each: a uniform one and a 
“cosine on pedestal” one. Random errors were filtered in 
four different ways with four different weight windows: 1) 
rectangular window, 2) cosine window, 3) Henning 
window, 4) Hamming window. The width of these win- 
dows was varied from 0.075M to M. As a result was 
obtained the dependence of both bias and dispersion of the 
radiation pattern estimate on the antenna rotation angle 
An analysis of these results indicates that separate selec- 
tion of window type and window width for the amplitude 
distribution and for the phase distribution is beneficial, 
considering that a optimum choice is different for each 
The selection can be based on field distribution smoothing 
done for an antenna with known physical characteristics 
close to those of the tested one. Figures |; references 3. 


Industrial Electronics, Control Instrumentation 15 


UDC 621.317.382.023 


Temperature Field in Absorbing Wall of Coaxial 
Line 

YI 7 KOO2I2C Moscow IZMERITELNAY AL TEAKITINIK I 
in Russian No 7, Jul 9O pp 48-49 


[Article by Yu. V. Shpagin and L. G. Martynenko}] 


[Abstract] A segment of a coaxial transmission line 1s 
considered where a rectangular window cut in the thick 
outer cylindrical conductor has been covered with a thin 
rectangular foil of a high-resistance alloy such as Constan- 
lan, to simulate a microwave wattmeter with an absorbing 
wall which does not constitute an inhomogeneity when 
inserted into a waveguide and whose presence thus does not 
distort the electromagnetic field inside. Heating of this 
“wall” by electromagnetic energy passing through such a 
coaxial line and the resulting temperature distribution over 
its surface are analyzed theoretically and on the basis of 
experimental data. Theoretical calculations are based on the 
basis of the equation of steady-state heat conduction, 
assuming not only that the wall is an infinitely long strip but 
also that the temperature at its boundaries with the outer 
conductor and its temperature profile across its thickness 
remain constant in time. The experimental data pertain to a 
10 um thick and 12 mm wide Constantan wall in a coaxial 
line with conductors 16 mm and 6.96 mm in diameter. 
measurements in an electromagnetic field of y = 3.2 cm 
wavelength and a 10 W power having yielded temperature 
rises differing by not more than 10 percent from the 
theoretical 0.11°C. The error of power measurement 1s 
proportional to the error of temperature rise ni casurement, 
the proportionality factor depending on both initial and 
final temperatures. The ratio of highest to lowest wall 
temperatures measured along the coaxial line maximum ts 
determined by only two parameters: yn = 2nd/y and U = 
(ad-/45k) (a = heg! transfer coefficient, d- width of wall = 
length of arc, 5- thickness of wall, k- thermal conductivity of 
wall material). Figures |; references 8. 


UDC 621.049.77.089.5:389.14:612.172.4 


Metrological and Operating Characteristics of 
Microelectronic QRS- Detectors 

YI7KOO22D Moscow IZMERITELNAY A TEKUNIK A 
in Russian No 7, Jul 9O pp 80-51 


[Article by B. I. Podlepetskiy and S. V. Torubarov] 


| Abstract] Several types of QRS-detectors for converters 
of eclectrocardiogram signal into heartbeat rate are com- 
paratively evaluated with respect to metrological and 
operating characteristics. An analog QRS-detector using 
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an operational amplifier is not only the structurally 
simplest one but also teatures high stavility and reli 
ability when under conditions of limited movements, 
while a QRS-detector with only digital signal processing 
ensures the necessary interference immunity and accu- 
racy ina smaller size and at a lower cost than would an 
analog one. Such a QRS-detector has been built with a 
KMIS8I3BYel signal processor made in the USSR and 
with a signal squarer but without differentiator. 
Squaring the signal climinates dependence on the signal 
polarity and further raises the R-wave crest above the 
interference level. The time position of the R-wave crest 
is determined directly from the EKG signal so that a 
differentiator becomes unnecessary. As a third possi- 
bility is considered a hybrid QRS- detector, with analog 
filters but programmed Giyital detection. No one partic- 
ular type of QRS-detector is the absolutely best one. The 
choice will depend on the specific biomedical applica- 
tion (human, animal), on the the condition of the object 
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(healthy, under observation, il), on the activity of the 
Object (A¢mmobile, movable, treely moving). On the level 
of external electromagnetic interterence, and also on the 
method of further data processing. For a moving healthy 
person, for example, a wireless data transmission 
channel is most desirable and miniaturization of the 
probe attached to the person becomes a very important 
criterion. In this case a higher interfereace immunity ts 
achieved using an integrated-circuit radio transmitter 
which includes a simple analog QRS-detector, but a 
greater functional flexibility is achieved by using a 
transmitter of the EKG-signal and converting that signal 
into the heartbeat rate with the aid of a more intricate 
analog or digital QRS-detector in the receiver. The main 
obstacle to extensive use of digital data processing QRS- 
complexes ts the limited availability of integrated micro 
circuits. Figures 1: references 4. 
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UDC 621.386.2 


Television Image Generators in Radiation Fields 
YI7TKOOISA TELEVIZIONNY YE DATCTHKI 
IZOBRAZHENIY AV RADLAUTSIONNY AI POLY AKT 
in Russian 19S8Y pp 4-8, 157 


{Annotation, Preface and Table of Contents of book 
Ielevizionnyve Datchiht lzobrazheniva v Radiatsionnykh 
Polyakh (Television Image Generators in Radiation 
hiclds) by V.M. Konyayey. S.S. Krasovskiy. 1.N. Surikoy 
and V.1. Flerov, Izdatelstvo “Zinatne.” 1989, 157 pages] 


[Text] Annotation 


Television image generators are extensively employed in 
tclevision optical systems in nuclear engineering. when 
using radioactive isotopes. and in nuclear and space 
research. The necessity of using these devices under 
conditions of exposure to radiation brings up a number 
of problems in their development and operation. When 
making the generators it 1s necessary to consider radia- 
tion effects in the major units and materials of structural 
elements, and to minimize their joint detrimental 
impact on operation of the devices as far as possible. 


It is important for users of television image generators to 
have a means of reliably predicting their behavior under 
radiation conditions, and to know the levels of radiation 
at which the generators can be operated. This book 
cxamines radiation processes that occur in image gener- 
ators, and their effect on operation of the devices. A 
comparison 1s made of the effectiveness of using various 
types of generators. which facilitates selection for service 
under exposure to radiation. 


Tables 4. figures 86. references 230. 
Preface 


It has come to pass that two seemingly unrelated engi- 
neering fields. industrial television and nuclear power. 
have arisen and subsequently developed almost simulta- 
neously. And from the very beginning they have been 
seen to be mutually dependent with a positive effect. 


For nuclear engineering, television has been necessary as 
an effective means of remotely transmitting. recording and 
storing optical information from spaces with small geo- 
metric dimensions, or from space inaccessible to humans 
for a number of reasons, including considerations of radi- 
ation safety. By using a broad gamut of specialized televi- 
sion facilities produced both in the Soviet Union (series 


TSU, TES, STU) and elsewhere with a wide range of 


Structural, functional and operational characteristics, 
some bottlenecks in the development of nuclear engi- 
neering and power have been overcome to a certain extent. 
or are being successfully overcome. 

At the same time, the demands of the nuclear industry 


have stimulated the development of television. resulting 
in the advent of miniature television installations that 
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are rehable and convenient to use. including under 
extreme conditions, their most important components 
being television image generators (TICs). 


A still greater interdependence shows up when one 
compares the history of development of television and 
engineering for space research. The famed advances in 
Studies of outer space by unmanned probes have been 
achieved to no mean extent thanks to the high level of 
TIG parameters. At the same time. the demands of space 
engineering have been conducive to intensive develop- 
ment of industrial television, and have led to the advent 
of a considerable number of new T1Gs. 


\ common feature of the use of television in these two 
ficlds so far apart—nuclear power and space engincer- 
ing—is the presence of radiation fields that impact on all 
its components, including TIGs. 


There is yet another field of engineering (the list could go 
on) where the use of TIGs ts just as specific: various 
kinds of research and industrial isotope facilities where 
iclevision is used for remote visual monitoring and 
control, especially the powerful isotope installations with 
"Co. Such facilities have widely penetrated into 
everyday life. The use of television in this case enables 
solution of many problems of remotely monitoring the 
movement of isotope rods. and makes it easy for service 
personnel to handle both routine tasks and problems that 
arise In emergencies. 


The pattern of radiation fields that act on TIGs in these 
cases 1S quite erratic. In outer space one most frequently 
encounters weak radiation fluxes. but at the same time 
their action on TIGs is often of long duration. When 
used in nuclear power facilities and isotope installations. 
TIGs may be subjected to the action of high-intensity 
radiation fields. Let us note that although static radia- 
tion fields act on TIGs in most cases of application, it 1s 
sometimes important to know the response of the 
devices to pulsed radiation exposure as well. For 
example, such cases may occur in the case of solar flares 
in outer space. Pulsed radiation is also of interest in 
connection with the military use of TIGs. 


The first publications on the impact of penetrating radiation 
on TIGs appeared on the very earliest stages of utilizing 
television in nuclear power and space engineering. 


A considerable body of experimental data has now been 
accumulated on the influence of radiation cither directly 
on TIGs. or on their individual components. However. 
due to the absence of systematized results (and those that 
are available are published in disparate divisions of the 
tcchnical literature) and narrowly focused analysis, we 
have no clear concept at this time about the mechanism 
of the radiation impact on TIGs and the possibilities of 
utilizing them in radiation fields. 


The authors of this book have sct themselves the goal of 
using analysis of data in the literature and the results of 
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their Own experimental research as a basis tor ascer- 
taining the mechanism of radiation action on TICs. and 
then using these concepts as a basis for examining the 
problems that arise when making and using the devices 
under conditions of radiation exposure. The work should 
not be taken as a complete survey of publications on the 
investigated problem: this would exceed the limits of the 
tasks that the authors have set for themselves. And 
besides. such surveys have already been done on nar- 
rowly specialized issues relating to the problem. 


Chapter | gives a bricf description of the working 
principle and design approach of present-day T1Gs. as 
well as characteristics of the radiation environment in 
which they are used. 

Chapter 2 independently examines radiation effects in 
the entrance windows of TIGs. This ts associated with 
the considerable impact that optical radiation effects in 
input windows have on the operation of all types ot 
image generators. be they vacuum tubes or charge- 
coupled devices 


Radiation processes in vacuum TIGs are considered in 
Chapter 3. This group of TIGs includes multiplier pho- 
totubes, which are considered in some detail here 
because of their use in television systems with mechan- 


ical scanning. and also in view of the common nature of 


many radiation effects and the capability of using the 
large body of data available for multiplier phototubes. 


Chapter 4 contains materials that characterize the radiation 
resistance of silicon-based solid state TIGs. 


In presentation of materials. the authors have retained 
the terms and symbols used in Soviet publications 


V.M. Konyayey 
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UDC 621.313.32-81 


New Generation of Turbogenerators With Air 
Cooling System 

YI KOOI91 Moscow ELE ATROIEKHNIKA in Russian 
No Y Sep YO pp 2-4 


[Article by Ya. B. Danilevich. corresponding member. 
USSR Academy of Sciences. and G. 8S. Zhurayley. can- 
didate of technical sciences. All-Union Scientific 
Research Institute of Elecirical Machines] 


[Abstract] A new design of air-cooled two-pole turbogen- 
crators similar to the KWL 160 MVA 3000 rpm 
machine (installed in Ambarli/Turkey) and the ABB 188 
MVA 3000 rpm machine (CIGRE) 1s proposed. an open 
air cycle being preferred because it climinates the need 
for air condensers in the ducts and thus simplifies the 
Stator structure. Tangential air flow 1s recommended tor 
cooling the stator from the gap. air blast being preterred 
lo air exhaust for better cooling of the coil heads. 
Excessive heating of the two end stacks of the iron core 
can be avoided by making them shorter than the inner 
stacks and beveling them. Special heaters should keep 
the air inside the machine warm during shutdowns. 
which will prevent vapor condensation on the winding 
insulation. A rotor construction with radial ducts and 
with axial ducts under the slots 1s recommended for 
direct air cooling of the entire rotor barrel. with the 
pressure head developed by centrifugal forces during 
rotation boosting the pressure head developed by the 
fan. The shaft can be made shorter by resorting to 
shielded bearings and an overhang brushless exciter will 
be smaller than one of the thyristor version. considering 
that size and weight reduction being also important 
design criteria. All these features have been incorporated 
in the design of a 25 MVA - 6.3 kV - 3000 rpm 
turbogenerator. its efficiency being 97.6 percent at a 0.80 
power tactor (short-circuit ratio 0.636. transient reac- 
lance 16.1 percent) and its specific weight being 1.40 
ke/kV A. Figures 3: tables 1: references 10. 


UDC 621.316.542.064.42 


Self-Generating Arc Quenchers in SF, Circuit 
Breakers 

YITKOOI9B Moscow LLEKTROIELAKWNIK A in Russian 
Vo ¥ Sep YO pp 4-9 


[L. N. Matkovskaya, engineer, Scientific Research Institute 
of Scientific-Industrial Association *“Uralelektrotyazhmash’ 
(Ural Heavy Electrical Machinery)} 


[Abstract] A survey of self-regenerative arc quenchers for 
80+ kV and SF, circuit breakers is given which covers not 
only the state of the art worldwide but also the recent 
history of and current trends in their development. In the 
basic such device a pressure rise is generated by the arc 
itself inside an enclosure and the latter is then opened for 
admission of the blast. Such an arc quenchers can be 
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combined with magnetic One using an electromagnet or 
permanent magnets. the arc being first elongated by the 
magnetic field and then quenched. It can also be combined 
with a plunger- driven arc quencher which operates either 
before or together with the basic one. The survey includes 
the general design and specific applications. It also 
includes a historical outline of inventive and publishing 
activity over the 1969-88 period. Figures 5. 


UDC 621.313.12.025.047:661.66.2.002.3 


Carbon Slip Rings For A.C. Generators 
YITKOOI9C Moscow ELEKTROIEAIWNIK 1 in Russian 
Vo Y Sep YO pp 42-45 


[Article by A. S. Fialkov. doctor of technical sciences, Ye. F. 
Kolpikova, candidate of chemical sciences. B. A. Gluskin, 
candidate of technical sciences. Yu. 8. Krylov, candidate of 
technical sciences, and V. M. Kormilitsyn. engineer] 


{Abstract} An experimental study was made concerning 
replacement of copper with a composite carbon material 
as both electrical conductor and antifriction material for 
slip rings in automobile alternators. three grades of a 
composite based on graphite and a_ high-molecular 
polymer having been selected for this application. Slip 
rings 10.5 mm long with 32/25 mm outside and inside 
diameters were molded on a hydraulic press under a 
pressure of 1500 kgf/cm-. after 8 mm _ thick plates 
12.5x25 mm? in cross-section were tested for electro- 
physical and mechanical characteristics. The best of 
these materials has an clectrical resistivity of 19.0 
ohm.mm. a compressive strength of 34.1 MPa, a flexural 
strength of 51.2 MPa. and a hardness of 178)x10* range. 
The density of the slip rings was 2.0 g/cm*. much higher 
than that of the 6 mm thick and 6.5 mm wide EG 
clectrographitic brushes with which they were tested. 
Their overall open porosity did not exceed 0.5 percent. 
Microstructural examination was done under a JSMCF- 
35 “Jeol” scanning electron microscope. Thermal tests 
were performed with an MOM derivatograph tn air. the 
temperature rising 10°C/min in each test. Their oxida- 
tion resistance was found to deteriorate sharply as the 
temperature rose above 350°C. Slip rings of that material 
were selected for wear tests. grade EG2A brushes having 
been selected in preference to EGS!. EG61, EG75 
brushes on account of their lowest friction and electrical 
contact resistance. In a 4000 h test corresponding to 
100.000 km automobile “mileage” the (+) brush and and 
its slip ring wore down 0.44 mm and 0.41 mm respec- 
tively while the (-) brush and its slip ring wore down 0.63 
mm and 0.19 mm respectively. under a voltage drop of 
0.0.05-0.07 V on each side. Subsequent tests at the 
Scientific Research Institute “Avtoelektronika™ (Auto- 
motive Electronics) yielded a 0.03 mm wear of the (+) 
brush and a 0.015 mm wear of the (-} brush after 400 h 
at an ambient temperature of 95-100°C. with the alter- 
nator running at a speed of 8000 rpm (100.000 km 
automobile “mileage™’) under an electric load of 32-34 A. 


Figures 4: tables 2: references 6 
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UDC [621.865:681.325].001.4 


Optimization of KI801VN12-Based 
Microprocessor Control for Electric Positioning 
Drive 


YIKOOOI9D Moscow ELE KTROILAUNIK A in Russian 
Vo Y¥ Sep YO pp 43-4Y 


[Article by V. S. Yudenkoy. candidate of technical 
sciences. Yu. V. Lopatin, engineer. and I. M. Gay nutdi- 
nov. Belorussian Polytechnic Institute] 


[Abstract] Automatic control of the clectric positioning 
drive which moves the horizontal platform carrying an 
instrument to be tested in a gyroscope suspension system 
is considered. this platform having three degrees of 
freedom with a dc. electric drive for cach. Their speeds 
and positioning Movements are contro'led by a micro- 
processor acting On the armature current in accordance 
with given laws. Such an automatic control system 
includes accordingly a PID (proportional- 
integral-differential) speed regulator with a relay clement 
and a position regulator. Each drive is program con- 
trolled in the pulse-width mode by digital codes from the 
microprocessor. integration and differentiation being 
replaced with summation and with calculation of finite 
difference respectively. The dynamics and the pertor- 
mance of such a system are analyzed for accuracy and 
Stability of the acceleration-run-deceleration cycle. 
whereupon they are optimized for minimum integral- 
square speed error and minimum energy loss. The con- 
trol algorithm has been written in ASSEMBLER lan- 
guage in the KI8SOITVM2 command system. the programs 
for the regulators to be stored in the lower-level read- 
only memory which the upper-level timer triggers every 
| ms. Figures 3: references 4 


JPRS-UEE-91-001 
29 January 1991 


LU’ DC 621.3.002.6:616.082 


Experience and Problems in Producing Newest 
Medical Equipment for Mass Use 

YITKOOI9E Moscow FLEKTROILANMNIK Ain Russian 
Vo Y Sep Y() pp $95 


[Article by V. 1. Adasko. doctor of technical sciences. A 
B. Galhitskiy. cagineer, Yu. V. Chirkoyv. candidate of 
biological sciences. V. P. Chekhonin. engineer. V. 
Lavrentyey. engineer. and V. 1. Glukhoy. engineer] 


[Abstract] Specialists at the All-Union Scientific Research 
Institute of Electromechanics, Istra branch. are now devel- 
oping programmable medicine dispensers with appropriate 
sugar or blood counters for personal and laboratory use as 
well as electrical stimulators of human organs. Two insulin 
dispensers, DLV-1 and NDL-3 costing 1750 rubles and 740 
rubles respectively. are already produced commercially by 
the Sarana Industrial Association “Vypryamitel” (Recti- 
fier). Use of these devices makes consumption of medicine 
much more economical and greatly reduces the work load of 
medical personnel. Excellent dispensers now produced are 
the second- generation DLV-2 and the DG-1! hypodermic 
dispenser (developed jointly with the All-Union Cardiolog- 
ical Science Center) which uses an electric field for trans- 
porting molecules of the substance from a porous storage 
disk. Further development of third-generation dispensers 
should will most likely be a multichannel configuration jor 
simultaneous dispensation of six-10 different substances 
and built-in special-purpose microprocessors Electrical 
Stimulators now being developed are the TsMG-1 cysto- 
manograph with a mechanotron transduce’ for examination 
of the bladder and tts sphincter system. the ESM-IP/IN 
electrical stimulators of the bladder sphincter, and the 
ESD-2P/2N-NCh electrical breathing stimulators. Further 
development of stimulators as well as of dispensers must 
aim at moderation of their cost and maximum reliability. 
simple construction and easy handling. quick readiness for 
use, fast and reliable accurate readout. and life. This will 
require availability of custom-made special electronic com- 
ponents and inexpensive reprogrammable low-power micro- 
processors. also special materials. microconductors. and 
microelectrodes for modular construction. Figures 4 
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UDC 621.31 


New Engineering Decisions for Primary Coal 
Crushing Equipment at Thermal Power Plants 
YI7KOOZSA Atev ENERGETIKAT 
LLEATRIFIKATSIY. Ain Russian 

Vo 3, Jul-Sep 90 pp 4-7 


[Article by G. P. Berlyavskiy. B. 1. Pasko. L. 
Southern Heat Engineering Institute] 


\. Boyko. 


{Abstract} Problems with the primary crushing and 
grinding equipment used at coal-fired power plants are 


considered. A new installation for primary crushing of 


frozen and monolithic solid fuel avoids many of these 
problems. The drive foi the transportation of the milling 
culler 1s stationary and installed outside the hopper. The 
culler moves on horizontal rails riding on sliders with 
two vertical strips imitating wheel rims. The milling 
cutter 1s moved by a chain which forms a continuous 
loop around drive sprockets at cach end of the track. The 
center of the gravity of the milling cutter is lower than in 
previous models. The torce on the drive has been 
increased by decreasing the speed of movement of the 
culter. Two clectric motors operate through four-stage 
reducing gears. A special cutting element has been 
designed with hard-alloy lining. 16 such installations are 
now in Operation at seven coal-fired plants. Figures 5: 
References 5: Russian. 
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Repair of Low-Voltage Winding Insulation of 
Power Transformers With Compound Insulators 


YI7KOUSSB Kiev ENERGETIBKA 1 
LLEKTRIFIKATSTY. A in Russian 
Vo 3, Jul-Sep 90 pp 31-32 


{Article by V. 1. Kostin. Kirov Mobile Power Plant] 


[Abstract] A method ts suggested for repairing the insu- 
lation of the insulators used with the low-voltage wind- 
ings of transformers at the point of installation of the 
transformer. |) Disconnect cable from insulator. 2) Mea- 
sure resistance of insulation. 3) Place two locknuts on 
insulator 10 mm from sealing nut. 4) Use locknuts to 
prevent rotation of rod. 5) Back off sealing nut by 10 mm 
and raise scaling washers. holding down porcelain insu- 
lator. 6) Press rod downward 2-4 mm without rotation. 
allowing 150-200 g transformer oil to rise and leak 
outward. 7) Raise rod back up. return scaling washer to 
position and retighten sealing nut. Figure | 
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UDC 621.315.62 


Progressive Technology For Manufacture of 
High-Voltage Insulators 


Y]7KOOSSC Kiev ENERGETIIKA 1 
LLEAKTRIFIKATSTY tin Russian 
Vo 2 Jul-Sep YO py 3.34 


[Article by B. 1. Daydash. V. A. Aleko. K. N. Logvinoy. 
I. M. Sova. Slavyansk Affiliate. All-Union Scientific 
Research Institute of Electroceramics: “Elektrofarfor 
Scientific-Production Association] 


| Abstract] A new and progressive process is described for 
forming porcelain insulators with spiral ribs by drawing 
them directly from a vacuum press. Rotation of the stage 
used in the drawing process is monitored by the interruption 
of a light beam by a propellor-shaped disk mounted on the 
Stage. allowing the rotation rate to be carefully controlled. A 
diagram of the installation and pho’ ograph of the insulators 
produced are presented. This waste-fiee process of contin- 
uous formation of insulators with spiral ribs can be used 
create industrial installations and automated production 
lines to produce a number of high-voltage insulators while 
significanily reducing the length of the production process 
and greatly decreasing the expenditure of materials and 
labor. Figures 3: References 7: Russian. 
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Automated PC-Based Workstation For Diagnosis 
of Oil-Filled Power Equipment 
YI7KOOSSD Kiev ENE RGETIKAT 


LLEATRIFVIKAATST) Ain Russian 
Vo 3, Jul-Sep Y() pp 37-40 


[Article by V. B. Vidzigovskiy. V. A. Kacharov, A. N. 
Nesterenko. V. B. Polishchuk. Yu. N. Potapenko. 
*Kievenergo” Planning-Finance Department. “Energo- 
informatika™ Fire-Safety Department. Inter-Industry 
Scientific Center for Programming Technology] 


[Abstract] An automated workstation has been developed 
by the authors’ organizations for diagnosis of oil-filled 
electric power equipment. The workstation 1s based on a 
personal computer and utilizes artificial intelligence 
methods. The workstation consists of three parts: a data 
base management system. the software, including supple- 
mentary programs for processing chromatographic informa- 
tion and programs to recognize the status of the equipment 
according to “rigid” algorithms, and a diagnostic decision 
support system. A classification expert system is used, with 
menus in three windows. The expert system can provide 
consultation to nelp the user evaluate the results of analysis. 
to provide recommendations concerning further use of 
equipment, sampling intervals for analysis and the need for 
various electrical tests. The software is written for IBM 
PC/XT/AT compatible computers. References 2: Russian. 
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UDC 621.31,71 


Fundamental Concepts for the Future 
Development of Electric Power Engineering 
YITROO2D 71 Moscow A LEATRICHELSAI LE STAINTSH 
im Russian No 8, lug 90 pp 2-9 


[Article by L. S. Popyrin} 


[Abstract] A proposed policy outlining the future devel- 
opment of electric power enginecring in light of the new 
economic conditions is given, Several objective factors 
responsible for inefficiencies, irregularities and poor 
performance in the field of clectric power production are 
discussed, including obsolescence and wear of physical 
plant equipment, inefficient structural design of power 
production capabilitics, a shortage of back-up systems 
and poor efficiency of heat supply systems. Future 
development is tied to increased clectrification of 
industry and energy used per worker. The current and 
future breakdown of clectricity Consumption by eco- 
nomic ticld through the year 2010 1s given, Strategies for 
cfhicient energy savings are Outlined. Several measures 
are proposed tor more etficient utthzation of such nat- 
ural resources as gas. oil and fucl. including more thor- 
ough refinement of petroleum products; increased levels 
of coal extraction: manual labor savings and more cer- 
lain modifications of natural gas production. Present 
and future power output of nuclear. condensation. ther- 
moclectric and gas- and coal-fired power plants in the 
USSR are listed Sy region. The role of nontraditional 
energy sources in future power production 1s discussed 
together with environmental protection measures in the 
field of power engineering 


Three-Tiered Management Structure For Power 
Engineering Under Conditions of Complete 
Cost-Accounting and Self-Financing 

YI KOOOCB Moscow LLEAKTRICHESAIY LE STANTSTI 
m Russian No S. lug YO pp 13-20 


[Article by E. F. Makarov] 


[Abstract] The proposed changes to implement a three- 
tiered Management structure for power enginecring at the 
Moscow Regional Directorate of the Power Production 
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Industry, Ministry of Power Engineering and Electrifica- 
lion, are outlined and a block diagram of the design is 
provided, Under this plan the Moscow Regional Direc- 
lorate will have five power distribution zones (Moscow, 
Northern, Southern, Eastern and Western). The changes 
that must be introduced in the 0.4 to 35 kV, 0.4-220 kV 
and 110 kV power distribution networks to support the 
consolidation this new plan will require are outlined. 
Personnel changes in management, supervision and con- 
trol and repair facilities are specified along with the new 
responsibilities of regional and local managers. Diagrams 
Outlining such changes are provided together with a list of 
additional measures to be taken to improve management 
and reduce costs of production 


UDC 61.3158.) .027 875 


Modern 750 kV Power Transmission Lines 


YITRKOO2IZTO Moscow LLEATRICHTILSAITYL STANTSH 


/}) Russian Vo NS livy Yt) pp O8-ON 


[Article by ALN. Sherentsis] 


[Abstract] The development of a modern distributed 750 
kV power transmission line network in the USSR tor 
power distribution between power pools and tor deliv- 
ering power trom atomic and thermal power plants 1s 
discussed. Such design tactors as power load capacity: 
automatic reconnection and disconnection, lightening 
protection: support mast design: line insulation and 
distance between phases are cxamined. It 1s determined 
from this analysis that automatic reclosing 1s one of the 
primary factors for improving the rehability of 750 kV 
power transmission lines. while approximately thirty 
percent of all 75C kV power line failures are found to be 
caused by improper operation of safety equipment and 
operator errors. A varicty of insulator string designs (the 
PSK 210-A and PSK 210-B: the PS30-A and both the 
PS-12-A and PS-22-A designs) are also compared for 
both 750 and S00 kV power transmission lines. The 
applications of such designs in both rural and urban 
areas are considered 
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UDC 621,313,332 


Problems of Autonomous Electric Power 
Generation and Possible Solutions 

YI "AOOSO.A Atev TEATINICTILESK AD | 
LLEATRODINANTTA Lin Russian 

Vo 8. Sep-Oct YO pp 70-77 


[Article by A. I. Lishechenko, doctor of technical sciences. 
Institute of Electrodynamics. UKSSR Academy of Sci- 
ences, Kiev] 


[Abstract] Modern autonomous electric power genera- 
lion covers power ratings trom | kW to LOO MW at 
voltage levels from 12 V to LOKYV dic. and up to 5000 Hz 
ac. The principal problem before the engineering com- 
munity 1S optimization of the electromechanical energy 
conversion process. The problem ts rather complex. but 
can be broken down into four closely interrelated ones: 
1) minimizing size and weight of electrical machines 
with attendant conservation of active materials. 2) min- 
imizing basic and additional power losses for maximum 
possible efficiency, 3) optimizing the quality of gener- 
ated electric energy and the generator performance 
during transients as well as under normal conditions. 4) 
ensuring high rehability of generators during normal 
Operation as well as during transients and taults, also 
ensuring their viability under extremely severe operating 
conditions. The theoretical basis for solving this complex 
of problems rests essentially on three laws: |) Faraday’s 
induced e.m.f. ¢ = - d@/dt = B,Ilv. 2) Ampere’s current in 
acircuit }= LHI. 3) Amp. re’s force of magnetic field on 
current-carrying conductor F = Bll (®- magnetic flux. 
Bo- magnetic induction, H- magnetic field intensity. I- 


length of conductor or conductor segment. v- velocity of 


conductor). Application of these laws in appropriate 
form and. if necessary. modified to rotating clectric 
machines leads to the obvious choice of high-speed 
machines, but the advantages they offer must be weighed 
against the serious mechanical requirements and con- 
Straints. The rotor thus becomes the key component and. 
to illustrate this. various rotors in the intermediate size 
range of 1.5 min diameter are considered: laminated 
wound rotors. solid rotors with polyphase winding for 
induction generators and cylindrical synchronous, solid 
rotors with squirrel cage. slotted solid rotors without 
winding for induction generators and homopolar 
inductor generators, and smooth rotors without winding 
for induction generators only. Induction generators 
require a special source of reactive power for autono- 
mous operation without access to a power network or a 
synchronous generator. Synchronous generators require 
a field excitation system. which needs to be optimized 


along with the machine tt serves. The two basic types of 


excitation systems are capacitive and solid-state ones. A 
new type of induction motor is One with an excitation 
system which consists of a storage battery and thyristor- 
inverter bank. Replacement of the latter with a transis- 
tor-inverter bank climinates forced commutation, which 
results not only in appreciable size reduction and higher 
interference immunity but also broader controllability. 
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Contributions made by the Institute of Electrodynamics 
lO Optimization Of autonomous electric power genera- 
lion is reflected in extensive mathematical modeling 
activity, design calculations, and hardware development, 
References 12. 


Low-Power High-Voltage Sources 
YI) RKOOSOB Aiev TEALTINICHIESKA)Y 1 


LLIEAKTRODIN UNA Lin Russian 
Vo 3. Sep-O! Y() p 1/0 


[Article by A. A. Penin, Special Design and Manufacturing 
Engineering Office for Solid-State Electronics, Kishinev] 


[Abstract] Three low-power high-voltage sources for lab- 
oratory practice. electrostatic coating. tonization cham- 
bers. electron and ion devices. and photomultiphies 
power supply are desertbed. They are the IVN-3 (output 
voltage 100-3000 Vo maximum load current 3.5 mA, 
operating in cither voltage or current stabilization mode 
with visual mode indication. manual or digitally pro- 
grammed high-voltage setting. Maximum amplitude of 
voltage fluctuations 5 mV. maximum long-time voltage 
instability O.OL percent), the IVN-SO ‘output voltage 
3-80 KV. maximum load current 100 pA. analog output 
voltage measurement and analog external remote control 
of outpul voltage. Maximum amplitude of voltage fuc- 
tuations 100 V. maximum voltage instability | percent, 
power requirement 30 W). and the IVN-70 (output 
voltage 70 KV. operating in current stabilization mode 
within 3-60 pA current stabilization range. maximum 
power requirement 60 W). All three are shiclded against 
spark discharge in the load circuit. the IVN-3) with 
automatic voltage recovery. While the overall dimen- 
sions of both the IVN-70 and the IVN-80 are 
250x250 110 mm*. the IVN-3 has the same dimensions 
as the CAMAC standard module 2M. 


Automatic Control and Monitoring Device 
AVTOSHCHIT for Nonconventional Electric 
Energy Sources 

YI "KOOSOC Kiev TELATINICHTIESK AY 1 
LLEAKTRODIN ANTIK Ain Russian 

Vo 5, Sep-Oct 9O, p TTT 


[Article by Ye. V. Shevchenko. Institute of Electrodynamics. 
UkSSR Academy of Sciences] 


[Abstract] An automatic control and monitoring device 
for autonomous plants running on wind electric or solar 
electric power with storage batteries as alternate energs 
source 1s described. this AVTOSHCHIT device being 
also usable in facilities such as telephone exchanges or 
radio relay stations where storage batteries are used as 
standby power supply. It responds to information about 
the state of such a plant and accordingly switches it 
cither on or off. In the case of an impending failure. 1 
disconnects the user from the plant and lights up a lamp 
to indicate the need for fault locating. It 1s rated for up to 
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6 kW power plants using 220/380 V a.c. wind electric 
generator sets and for 110 or 220 V d.c. storage batteries 
with correspondingly 160 or 80 A.h capacity. It automat- 
ically connects the battery to a charger during wind 
aclivily and disconnects it when charging has been 
completed, at that time also switches the wind electric 
gencrator set into the heat supply mode. It automatically 
connects the battery back to the charger when boosting ts 
required during fluctuating wind activity. Through a 
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distance relay. it disconnects the generator set as wind 
activity ceases and reconnects it as wind activity picks 
up. It also responds to information about the heat supply 
system and disconnects the latter from the generator set 
in up to LO emergency situations including excessive 
drop of hot water level, excessive rise of hot water 
lemperature, loss of water circulation, and excessively 
high room temperature. There is no commercially pro- 
duced device like this available vet 
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UDC 535.2:621.372.8:535.0] 

Calculation of Calibration Characteristics of 
Optical Analyzers for Fiber Diameter 
Vleasurement Taking Into Account Spectral 
Characteristics of Radiation Source and of 
Photodetector 

YI7TKOOZOA Afinsk ZHURNAL PRIKLADNO) 
SPLATROSKOPIT in Russian 

bol 33 No 3. Sep 9O pp 470-475 


[Article by VoL. Ovod. Kiev Polytechnic Institut: 


| Abstract] The calibration characteristics of optical ana- 
Iyzers tor fiber diameter measurement are calculated, 
following an analysis of such measurements with the 
spectral characteristics of both radiation source and 
photodetector taken into account. First is considered a 
monochromatic laser beam scanning a tiber. The ana- 
lyzer response signal is in this case proportional to the 
product of five parameters: power of laser beam P (in 
walts). absolute spectral sensitivity of photodetector to 
light Of maximum- sensitivity wavelength S) ja. CA 
walt). relative photodetector sensitivity to light of given 
wavelength S.. relative scattering cross-section of ilumi- 
nated fiber segment 6,, divided by area of illuminated 
fiber segment. and spectral transmission coefticient of 
analyzer optics for light of given wavelength t,. The 
proportionality factor is the product of two coetficients. 
one characterizing the nonuniformity of fiber ilumina- 
tion. independent of the wavelength. and one character- 
izing the optical-to-clectric signal conversion by the 
analyzer clectronics. Calibrating calculations are best 
made for a rectangular photodetector aperture. inas- 
much as waves scattered by a fiber are evlindrical. with 
iis center in the plane of scanning by a laser beam 
crossing the fiber perpendicularly to its axis. Next ts 
considered a polychromatic scanning radiation beam 
and the parameters are modified accordingly to account 
for the transtormation of the calibration characteristics 
Measurements were made on an iron fiber and on a 
quartz- glass fiber. first with a laser beam and then with 
a polychromatic radiation beam. The results indicate 
that the calibration characteristics of an analyzer do not 


depend on the optical properties of fibers made of 


Strongly absorbing materials. They also indicate that 
using a polychromatic radiation source 1s preferable. 
inasmuch as it 1s easier than with a laser beam to ensure 
high accuracy by selecting the wavelength at which the 
mean value of diameter readings will fall within: the 
range of highest sensitivity. Figures 3: references 14. 
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Infrared Radiation Absorption By Ge-Doped 
Silicon After Neutron Bombardment 

YI KOOZOB Minsk ZHURNAL PRIKLADNO) 

SPLAT ROSKOPII in Russian Vol 83 No 3. pp 499-502 


{Article by V. V. Borshchenskiy. D. 1. Brinkevich. and V. 
V. Petrov. Belorussian State University iment V. O. 
Lenin, Minsk] 
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[Abstract] An experimental study silicon was made con- 
cerning the effect of Ge impurity on the spectrum ot 
infrared radiation absorption after neutron bombardment 
Crystals of p-Si with an initial electrical resistivity of 20 
ohm.cm were doped with Ge to 3x10'*-1.9x10'” cm™* con- 
centrations during their growth from a melt by the 
C7 uchralski process. The concentrations of interstitial 
Oxygen and nodal carbon. according to the respective 9.1 
um and 16.5 um absorption bands. were then found to be 
9.0x10'’ cm‘ and 5.8x10'° cm! respectively. Control spec- 
imens of identical p-Si crystals without Ge impurity were 
tested alongside the doped ones. All were bombarded with 
neutron fluences of [x 10'°-1x10' cm’. the ratio of thermal 
neutrons to fast neutrons being approximately 10:1. They 
were then isochronously annealed at temperatures ranging 
from 100°C to 500°C in 25°C increments, for 15 minutes at 
each. The infrared absorption spectra were recorded at 80 K 
and 300 K temperatures in Specord 75IR and Specord ol IR 
spectrophotometers. After bombardment were recorded the 
830 cm’ A-center band, the 5500 cm’! W-bivacancy band, 
the 488 cm’! deformation peak. and nonselective near-edge 
absorption within the 2-4 um range. Annealing gave rise to 
new absorption bands: 890 cm’! V-O, band. 864 cm’! band 
of an unidentified center, weak 829.842.848 cm’! bands of 
radiative-thermal A-center companion centers containing 
oxygen, and about 20 selective “high-order” bands within 
the 4.5-14.5 um range. No centers containing Ge atoms were 
revealed. this isovalent impurity not having significantly 
influenced formation and annealing of V-O, centers (890 
cm’! band) and of the unidentified centers (864 cm’! band) 
but having influenced annealing of A-centers. The mecha- 
nism of this influence could be cither dissociation of suc!) a 
defect into 1ts components and migration as a whole toward 
a sink or capture by it of an interstitial O or Si atom. Oxygen 
was found to drain A-centers more effectively in p-Si:Ge 
crystals than in the pure p-Si control crystals. most likely 
owing to the lower concentration of interstitial defects in 


+ 


p-Si:Ge. Figures 2: references 8. 
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Trends in the Specifications of Series- 
Nlanufactured Nonscanning Ultraviolet 
Spectrophotometers 

YI -KOO26.1 Leningrad 
OPTIKO-MEKITANICTIESK A) | 
PROMYSHLENNOST in Russian 

Vo S. tug 90 pp 3-13 


[Article by B. E. Liflyandechik. A.V. Matiy| 


[Abstract] The principal designs of mass-manufactured non- 
scanning ultraviolet spectrophotometers available world- 
wide are analyzed and compared. Only spectrophotometers 
with slit monochromators are considered. Such pertor- 
mance factors as photometric error: wavelength scale errors: 
spectral width of the monochromator slit: interference 
range. photometric range and operational spectral range are 
compared for the CE 2202 (Cecil); UV-120-02 (Shimadzu): 
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SF-46 (Soviet); Novaspec (LKB); Lambda IA (Perkin- 
Elmer): SPS (Vital); PU 8620 (Phillips); DU-62 (Beckman) 
258 (Ciba-Corning) and U-1L100 (Hitachi) designs. The 
types of data display devices used with these instruments are 
outlined and prospects for the development of nonscanning 
spectrophotometers are considered 
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Nonhomothetic Transformation of a Background 
Interference Domain in Multispectrum Systems 
With Different Fields 

YI KOOL6OB Leningrad 

OPTIKO-MLATLAINICTIESK AYA 
PROMYSHLENNOST in Russian 

Vo S. luv YO) pp 14-16 


[Article by Yu. P. Satronov] 


[Abstract] The nonhomothetic transtormation of a back 
ground interference domain in a space of primary factors 
iS derived for multispectrum systems with different 
Helds with a variable fill factor. The primary factor tor 
such systems 1s the cffective average luminance tor the 
instantancous field of view: the set of primary factors tor 
all channels tn a multispecrum system forms an N- 
dimensional space of primary factors. These factors are 
used to determine the coordinates of a random point in 
the multidimensional space and to assign this point to 
either the background interference domain or the legiti- 
mate signal domain. A diagram of the nonhomotheti 
transformation ts given 
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Investigation of Wavefront Restoration Accuracy 
by Interferogram Processing 

Y)7KOO26C Leningrad 
OPTIKO-MEAKHANICHESKAY | 
PROMYSHLENNOST in Russian 

Vo S. due YO pp 17-20 


[Article by M.A. Gan. S.l. Ustinov. V.V. Kotov. LV 


Ivanova] 


[Abstract] The restoration of signal wavefronts by pro- 
cessing a single interferogram and several interferograms 15 
analyzed together with the resulting errors of these pro- 
cesses. The wavefront in the global interpolation in this 
analysis 1s represented as two-dimensional power polyno- 
mials. The coefficients of the polynomials are found by the 
least squares method. An expression is then derived that 
makes it possible to calculate the two-dimensional topog- 
raphy of the wavefront restoration accuracy at the system 
pupil. Two different wavefront restoration techniques are 
compared and a test calculation of wavefront deformation 1s 
carried out 
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Recording of Lateral Shear Holographic 
Interferograms By Spatial Filtering 
YITKOO2Z0D Leningrad 
OPTIKONMLATLANICTIESK AY | 

PROMI SHLINNOST inh Russian 

Vo 8S. lug YO pp 20-24 


[Article by Vo Gy Gusev] 


| Abstract} Holographic recording of the imaginary image 
of a frosted screen is used to substantiate the claim that 
Humination of a test lens or objective by diffusely 
scattered coherent radiation can be used to form lateral 
shear interferograms that characterize the wave abbera- 
tions of the test object. An expression ts derived tor 
deseribing the speckle-structure produced by the experi. 
mental set-up constructed to test this conjecture. This 
optical configuration consists of the frosted screen, a 
photographic plate. a reference beam, an aperture dia- 
gram and a screen with a small aperture as well as several 
lenses. The resulting speckle-structure 1s modulated by 
the interference bands: the interference pattern takes the 
form of lateral shear interterograms in bands of infinite 
widih and 1s generated by axial wave abberations local- 
ived in the plane of the system pupil. It is determined 
that in order to record this diffraction pattern at the 
(minus) first order. spatial filtering must be carried out 
in the mage plane of the lens pupil and a Fourier 
transform must be applied to the diffracted field. 
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Determination of Spherical Surface Errors By 
Spherical Beam Interferometry 

YI7KOO2Z61. Leningrad 
OPTIKO-MIEKILINICTIESAK AD | 
PROMYSHLENNOST in Russian 

Vo S. tug YO pp 32 
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[Article by Vo B. Gubin. Vo N. Sharonov | 


[| Abstract] A mathematical processing technique 1s proposed 
for analysis of interferograms that uses an analytical approx- 
imation of spherical surtaces. The technique employs poly- 
nomials defined in the plane of a basis sphere of unitary 
radius. A set of basis functions 1s also derived for describing 
the position and shape of surface areas similar to the basis 
surface with centers near the center of the basis sphere. A 
variety of interferogram schemes are investigated. It 1s 
determined thai a single interferogram 1s both necessary and 
sufficient for determining the sum errors of a pair of 
spherical surfaces 
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